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Introduction 


^  The  lack  PirfarMncc  Monitoring  Bystee  (PNB)  is  a  part  of 
tho  Inland  Navigation  Systaes  Analysis  (INBA)  progras  ami 
sncospassss  ths  coll action,  editing,  saintonancs  and  analysis  of 
data  coll acted  at  all  Corps-OMnsd  and  operated  locks.  The  data 
have  bean  coll  acted -since  March  of  1975  arid  consist  of 
inf or nation  describing  the  traffic  through  ths  locks  as  Mail  as 
the  physical  aspects  of  lockages.  The  quarterly  sues ary  of 
selected  statistics  presented  in  the  appendix  provides  an 
overview  of  the  traffic  and  operation  at  each  lock.  The 
quarterly  report  is  presented  as  a  set  erf  three  tables  fee*  each 
Corps  District.  Inf or eat ion  reported  far  each  lock  and  chaaber 
includes! 


TABLE  1.  A  listing  providing  the  naee  of  the  lock,  the  river  on 
which  the  lock  is  and  its  di eons ions.  In  those  cases  where  there 
is  no  quarterly  inforeation,  this  table  will  be  the  only  display 
far  the  district. 


TABLE  2.  A  table  providing,  by  direction  and  total,  the  nuaber  a 
taws,  caeearcial  vessels  other  than  tows,  recreational  vessels, 
barges  <eepty  and  loaded) ,  caeearcial  lockages,  recreational 
lockagas  and  tannage. 


TABLE  3.  A 
(aaxieua,  einieu 
delay  tiee,  eaxi 


y  of  approach,  entry 
and  average)  and  the 
delay  tiee  and 


chaebaring  and  exit  tieea 
of  delays,  total 
delay  tiee. 

Although  the  sueeary  inforeation  will  be  coeputed  and  displayed 
for  chaabers  at  which  there  is  data  for  only  one  or  two  Months  of 
the  quarter,  the  fact  is  noted  on  the  report.  ' 


nvn 

ATDMFALAYA  RIVER 
BAYOU  TEC* 
FRESMIATER  BAYOU 
CUJ  INTRACOASTAL 


OLD  RIVER 
RED  RIVER 


LCODE-LOCK  NAME 

ll-BERMICK  LOCK 

31-KEYSTONE  LOCK 

41-fRESHHATER  BAYOU  LOCK 

Ol-TORT  ALLEN  LOCK 

02-BAYOU  SORREL  LOCK 

03- INNER  HRBR  NAVIGATION  CANL  LK 

OA-ALOERS  LOCK 

05-HARVEY  LOCK 

OA-BAYOU  BOEUF  LOCK 

07-VERHHU0N  LOCK 

OB-CALCASIEU  LOCK 

21 - SCHOONER  MYOU  CONTROL  STRUCT 

22- CATFISH  TOOT  CONTROL  STRUCT 

23- CALCASIEU  SALT  MATER  BARRIER 
51-OLD  RIVER  LOCK 

01-RED  RIVER  LOCK  I  DAN  II 


LEM/HZD/DRAFT  (FT /FT /FT) 
0300/0045/11.0 
0140/0034/12. 0 
0590/4064/15.0 
1202/0004/15.0 
0600/0054/14.0 
0424/0074/40.0 
0740/0075/15.0 
0424/0075/14.0 
1148/0075/15.0 
1195/0054/14.0 
1194/0075/15.0 
9999/0075/14.0 
9999/0054/14.0 
9999/0054/15.0 
1200/0075/15.0 
0485/0064/  9.0 


ill 


HI  'il  3 
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TABLE  1  PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 

FOR  THE  PERIOO  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


EROC  DISTRICT  NAME  0MS10N  NAME  MONTHS  REPORTED 

B3  ST.  LOUIS  LONER  MISS  VALLEY  10/83  11/83 


RIVER 

LCOOE-LOCK  NAME 

LEN/HID/ORAFT  (FT/FT/FT) 

KASKASKIA  RIVER 

01-KASKASKIA  RIVER  NAVAGATION  LK 

0410/0084/12.0 

MISSISSIPPI  RIVER 

24-LOCK  1  DAN  24 

0410/0110/12.0 

25-LOCK  1  DAN  25 

0410/0110/12.0 

24-LOCK  1  DAM  24 

0410/0110/12.0 

24-LOCK  t  DAM  24  AUX  1 

0380/0110/12.0 

27-CHAIN  OF  ROCKS  LOCK  l  DAM  27 

1210/0110/12.0 

27-CHAIN  OF  ROCKS  LK  4  OM  27  AX1 

0410/0110/12.0 

12/83 
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TABLE  2 


DISTRICT  NAME 
ST.  LOUIS 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 

DIVISION  NAME  MONTHS  REPORTED 

LONER  KISS  VALLEY  10/83  11/83 


RIVER/LOCK  NAME 


TONS  VESSL  VESSL 
RECRTN  OTHER 


VESSL  BARGS  BARGS  BARGES  LOCKGS  LCKGES  LCKGES  LCKGES  TONNAGE 

TOTAL  EMPTY  FULL  TOTAL  CONNER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAVf  OPH*  ETC) 


TABLE  2 

one 

B3 
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PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 

DISTRICT  NMC  DIVISION  NAME  MONTHS  REPORTED 

ST.  LOUIS  LONER  HISS  VALLEY  10/83  11/83  12/83 


TONS  VESSL  VESSL  VESSL  BARGS  BARGS  BARGES  LOCKCS  LCKGES  LCKCES  LCKGES  TONNAGE 

RECRTN  OTHER  TOTAL  EMPTY  FULL  TOTAL  CONNER  RECRTN  OTHER  TOTAL  (KTONS) 

(MAV.  OPM >  ETC) 


RIVER/LOCK  NAME 


PACE  5 


PERFORMANCE  MONITORING  SYSTEM  (PUS)  OUARTERLY  REPORT 
FOR  THE  PERXOO  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DISTRICT  NAME 


DIVISION  NAME 


ALL  TIMES 


LOCK  PROCESSING  TIME 


AVC  MAX 


MONTHS  REPORTED 


KASKASKIA  RIVER  NAVAGATION  L  1  6  55 

MISSISSIPPI  RIVER 


1423  5  9  30  1  4  21  !  25  536  21.4  60 


LOCK  t  DAN  24  1 

7 

390 

1 

9 

194 

4 

11 

105 

1 

17 

125  t 

933 

534818 

573.2 

2662 

LOCK  1  DAM  25  1 

5 

263 

1 

9 

165 

4 

12 

100 

1 

15 

230  : 

1000 

734894 

734.9 

10260 

LOCK  (  DAM  26  1 

3 

805 

1 

10 

150 

3 

13 

119 

1 

11 

454  ; 

1246 

2169053 

1740.8 

6230 

LOCK  t  DAN  26  AUX  1  1 

5 

612 

1 

7 

127 

2 

13 

98 

1 

11 

119 : 

937 

690530 

737.0 

3664 

CHAIN  OF  ROCKS  LOCK  (  DAM  27  1 

9 

67 

1 

8 

40 

3 

11 

38 

1 

8 

29 : 

1684 

140016 

83.1 

666 

CHAIN  OF  ROOTS  LK  1  DM  27  AX  1 

7 

51 

1 

4 

40 

5 

10 

33 

1 

3 

35  1 

325 

11339 

34.9 

732 

.•s*av  ■y.'.' 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


EROC  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

B4  VICKS8URG  LONER  MISS  VALLEY  10/83  11/83 


RIVER  LCOOE-LOCX  NAME 

OUCHITA/BLACK  RIV  Ol-JONESVULE  LOCK  1  DAM 

02-C0LUMBIA  LOCK  l  DAM 
06-L0CK  1  DAM  6 
08-L0CK  1  DAN  8 


LEN/HID/DRAFT  (FT/FT/FT) 
0655/0084/23.4 
0655/0084/27.4 
0300/0055/17.4 
0300/0055/19.0 


TABLE  2 


PERFORMANCE  HONITORINC  SYSTEM  (PUS)  OUARTERLY  REPORT 
FOR  THE  PERIOD  10/63  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 
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DISTRICT  NMC 
VICXS8URG 


DIVISION  NAME 
LONER  MISS  VALLEY 


MONTHS  REPORTED 
11/83 


VESSL  VESSL  VESSL  BARGS  BARGS  BARGES  LOCKGS  LCXGES  LCKGES  LCKGES  TONNAGE 

RECRTN  OTHER  TOTAL  EMPTY  FULL  TOTAL  COMMER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAV.  OPNi  ETC) 


OUCHUA/BLACK  RIV 

JONESVULE  LOCK  l  DAN 

in 

ONLY  FIRST  MONTH  REPORTED 

UPBOUND  STAnsnCS 

21 

3 

4 

24 

DQMNBOUND  STATISTICS 

1A 

1 

2 

19 

TOTALS 

37 

4 

2 

43 

COLUMBIA  LOCK  t  DAM 

in 

ONLY  FIRST  MONTH  REPORTED 

UPBOUND  STATISTICS 

5 

2 

0 

7 

DOHNBOUND  STAnsnCS 

5 

0 

0 

5 

TOTALS 

10 

2 

0 

12  1 

LOCK  I  DAM  A 

in 

ONLY  FIRST  MONTH  REPORTED 

UPBOUND  STATISnCS 

5 

3 

4 

12 

DOHNBOUND  STATISTICS 

A 

4 

1 

11  1 

TOTALS 

11 

7 

5 

23  1 

LOCK  A  DAM  8 

hi 

ONLY  FIRST  MONTH  REPORTED 

UPBOUND  STATISTICS 

4 

A 

1 

11 

DOHNBOUND  STATISTICS 

A 

4 

0 

10  1 

2A 

2 

1 

29 

42 

23 

0 

2 

25 

20 

49 

2 

3 

54 

A3 

7 

1 

1 

9 

3 

6 

0 

0 

A 

9 

13 

1 

1 

15 

13 
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PERFORMANCE  MONITORING  SYSTEM  (PHS)  QUARTERLY  REPORT 
FOR  THE  PERIOO  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 

DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

VICKSBURG  LONER  MISS  VALLEY  10/83  11/83  12m 


ALL  TIMES  EXPRESSED  IN  MINUTES 

LOCK  PROCESSING  TIME  l  DELAYED  DELAY  DELAY  DELAY 

APPROACH  ENTRY  CHAMBER  EXIT  ’  TONS  TIME  AVC  MAX 

MIN  AVG  MAX  :  MIN  AVG  MAX  *  MIN  AVG  MAX  !  MIN  AVC  MAX  !  (TONS)  (TONS)  (Ml  VSSLS) 


TABLE  2 
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PERFORMANCE  MONITORING  SYSTEM  (PtfS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  MATER  RESOURCES 


EROC  DISTRICT  NAME  DIVISION  NAME 

E3  NEW  YORK  NORTH  ATLANTIC 


MONTHS  REPORTED 

10/83  11/83  12/83 


j.  - L 


RIVER/LOCK  NAME  TONS  VESSL  VESSL  VESSL  BARGS  BARGS  BARGES  LOCKGS  LCKGES  LCKGES  LCXGES  TONNAGE 

RECRTN  OTHER  TOTAL  EMPTY  FULL  TOTAL  CONNER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAV«  OPNi  ETC)  £ 

- „  f 


HUDSON  RIVER 

TROY  LOCK  I  DAN  m 


WOUND  STATISTICS 

77 

101 

1 

179 

0 

85 

85 

81 

05 

0 

152 

102 

OONMBOUND  STAnSTICS 

82 

277 

1 

300 

81 

2 

83 

88 

178 

7 

273 

0 

TOTALS 

ISP 

378 

2 

539 

81 

87 

108 

109 

243 

13 

425 

102 

sy.y. 


TABLE  3 


NEE  11 


PEJWRNMCE  NONITORINC  SYSTEM  (PHS>  SUMMERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DISTRICT  NMC 
NEU  YORK 


DIVISION  NMC 
NORTH  ATLANTIC 


NORTHS  REPORTED 

11/83 


TABLE  3 


PERFORMANCE  MONITORING  SYSTEM  (PNS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  HR  MATER  RESOURCES 
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EROC  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

E4  NORFOLK  NORTH  ATLANTIC  10/83  11/83  12/83 


Ml  TIMES  EXPRESSED  IN  MINUTES 

LOCK  PROCESSING  TIME  l  OELAYED  DELAY  DELAY  DELAY 

APPROACH  ENTRY  CHAMBER  EXIT  5  TOMS  TIME  AVG  MAX 

MIN  AVG  HAXiMIN  AVG  HAX  i  MIN  AVG  HAX  !  HIM  AVG  MAX!  (TONS)  (TONS)  (ALL  VSSLS) 


ATLANT  INTRCOASTAL 


GREAT  BRIDGE  GUARD  LOCK 

1 

3 

20 

1 

4 

17 

1 

8 

55 

1 

4 

15  i 

330 

1540 

4.7 

45 

DISMAL  SMAMP 

DEEP  CREEK  LOCK 

2 

4 

7 

1 

4 

6 

5 

9 

12 

2 

5 

to : 

0 

0 

0.0 

175 

SOUTH  HILLS  LOCK 

2 

4 

S 

2 

4 

6 

S 

» 

11 

3 

5 

10 : 

0 

0 

0.0 

115 

.  •*. 
.v.v. 


TABLE  2 

EMC 

FI 


_ _ _  PACE 

PERFORMANCE  HOHTOUNC  SYSTEM  (PMS)  UARTERLY  REPORT 
FOR  TME  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  MATER  RESOURCES 

DISTRICT  MANE  DIVISION  NATE  MONTHS  REPORTED 

BUFFALO  NORTH  CENTRAL  10/83  11/83  12/83 


RIVER/LOCK  NAME 


TONS  VESSL  VESSL  VESSL  BARCS  BARCS  BARGES  LOCKCS  LCKCES  LENSES  LOBES  TONNAGE 

RECRTN  OTHER  TOTAL  EMPTY  FULL  TOTAL  COWER  RECRTN  OTHER  TOTAL  (KTONS) 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  TIE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 

DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

BUFFALO  NORTH  CENTRAL  10/83  11/83 


ALL  TIMES  EXPRESSED  IN  MINUTES 
LOCK  PROCESSING  TIME  S  DELAYED  DELAY 

APPROACH  ENTRY  CHAMBER  EXIT  \  TONS  TIME 

MIN  AVC  MAX  !  MIN  AVC  MAX  •  MIN  AUG  MAX  *  KIN  AVC  MAX'  (TONS) 


RIVER 
FOX  RIVER 


THE  INLAND  ROUTE 
ST  HARTS  RIVER 


LCODE-LOCK  NAME 

11- OE  PERE  LOCK  t  DAN 

12- OTTLE  KAUKAUNA  LOCK  t  OAH 

13- RAPISE  CROCK  LOCK  t  OAH 

21- KAUKAUMA  LOCK  1 

22 - KAUKAUNA  LOCK  2 

23- KAIKAUNA  LOCK  3 

24- KAUKAUNA  LOCK  4 

25- KAUKAUNA  LOCK  5 

32- LITTLE  CHUTE  LOCK  2 

33- LITTLE  CHUTE  COHB  LOCKS  UPPER 

34- LITTLE  CHUTE  COHB  LOCKS  LONER 

35- CEDARS  LOCK  I  DAK 

41- APPIET0N  LOCK  1 

42- APPLETOH  LOCK  2 

43- APPLET  ON  LOCK  3 

44- APPIETON  LOCK  4 
51-HENASHA  LOCK  (  OAH 
11-ALANSON  LOCK 
Ol-HACARTHUR  LOCK 
02-HEM  POE  LOCK 
03-OAVIS  LOCKOO 
04-SABIN  LOCKOO 


LEN/uD/DRAFT  (FT/FT/FTl 
0144/0034/  4.0 
0144/0034/  4.0 
0144/0034/  4.0 
0144/0035/  4.0 
0144/0035/  4.0 
0144/0037/  4.0 
0144/0037/  4.0 
0144/0034/  4.0 
0142/0035/  4.0 
0144/0037/  4.0 
0144/0034/  4.0 
0144/0035/  4.0 
0145/0035/  4.0 
0145/0035/  4.0 
0144/0035/  4.0 
0144/0035/  4.0 
0144/0035/  4.0 
0044/0018/  7.0 

oeoo/ooeo/31.0 
1200/0110/32.0 
1350/0060/31.0 
1350/0060/31 . 0 


*  .  ■  *  -  > -  -» -  • 

•  _*  w  .*  \  -•  -  .»  ~  >  *  *  *  .  «  i  ' 

>-  *  '  <  JlVT.VV-.'  -> 

V  I'  .- 

V  ™  “  ' 

!-\Y/V 

/  ,»4  «*4  J 

l  • 

.  ■  .  V . 

PACE  19 

’*«  ■,«*  *. 

TABLE  2 

PERFORMANCE  NONnORINC  SYSTEM  (PMS)  QUARTERLY  REPORT 

FOR  THE  PERIOD  10/83  THROUGH  12/83 

INSTITUTE  FOR  HATER  RESOURCES 

•  * .  •*.  • . 

EMC 

DISTRICT  NAME 

OIVISION  NAME 

MONTHS  REPORTED 

F3 

DETROIT 

NORTH  CENTRAL 

10/83 

11/83 

12/83 

I  RIVER/LOCX  NAME 

TONS  VESSL  VESSL  VESSL 

BARGS  BARGS  BARGES  LOCKGS 

LCKGES  LCKGES 

LCKGES 

TONNAGE 

RECRTN  OTHER  TOTAL 

EMPTY  FULL  TOTAL  CONNER 

RECRTN  OTHER 

TOTAL 

(KTONS) 

.. 

(NAVr  OPN.  ETC) 

FOX  RIVER 

DE  PERE  LOCK  <  DAM 

NO  DATA  RECORDED  FOR  THIS  LOCK 

LITTLE  KAUKAUNA  LOCK  S  DAM 

III 

ONLY  FIRST  MONTH  REPORTED 

UP80UND  STATISTICS 

0 

22  0 

22 

OOHNBOUND  STATISTICS 

0 

34  0 

34 

TOTALS 

0 

54  0 

54 

RAPID?  CROCNE  LOCK  l  DAM 

III 

ONLY  FIRST  MONTH  REPORTED 

UP60UN0  STATISnCS 

0 

7  0 

7 

OOHNBOUND  STAnsnCS 

0 

14  0 

14 

TOTALS 

0 

23  0 

23 

KAUKAUNA  LOCK  1 

III 

ONLY  FIRST  MONTH  REPORTED 

UP80UND  STATISTICS 

0 

9  0 

9 

OOHNBOUND  STAnSTICS 

1 

1?  1 

21 

TOTALS 

1 

28  1 

30 

KAUKAUNA  LOCK  2 

III 

ONLY  FIRST  MONTH  REPORTED 

UPBOUNO  STATISnCS 

0 

5  0 

5 

OOHNBOUND  STAnSTICS 

0 

18  3 

21 

TOTALS 

0 

23  3 

24 

KAUKAUNA  LOCK  3 

III 

ONLY  FIRST  MONTH  REPORTED 

UPBOUNO  STATISTICS 

0 

8  0 

8 

OOHNBOUND  STATISTICS 

0 

18  0 

18 

TOTALS 

0 

24  0 

24 

KAUKAUNA  LOCK  4 

HI 

ONLY  FIRST  MONTH  REPORTED 

UPBOUNO  STAnSTICS 

0 

7  0 

7 

OOHNBOUND  STATISTICS 

0 

14  0 

14 

0 

0 

0 

2 

? 

2 

13 

0 

*\*  /» 

1 

0 

1 

2 

13 

3 

18 

0 

- 

1 

0 

1 

4 

22 

5 

31 

0 

;  a 

-  -  .  -  * 

.  •  w  *  S* 

0 

0 

0 

0 

9 

3 

12 

0 

.>Vw\> 

•SMS 

.-■hV-V. 

0 

0 

0 

2 

12 

3 

17 

0 

0 

0 

0 

2 

21 

4 

29 

0 

PACE  20 


TABLE  2 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIQO  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DISTRICT  NAME 
DETROIT 


DIVISION  NAME 
NORTH  CENTRAL 


MONTHS  REPORTED 
11/83 


RIVER/LOCK  NAME 

TONS 

VESSL  VESSL 
RECRTN  OTHER 

VESSL 

TOTAL 

BARGS 

EMPTY 

BARGS 

FULL 

BARGES 

TOTAL 

LOCKES 

CONNER 

LCKGES 

RECRTN 

LCKGES 

one 

LCKGES  TONNAGE 

TOTAL  (KTONS) 

(NAV>  OPNr  ETC) 

■ 

FOX  RIVER 

KAUKAUNA  LOCK  5 

«*  ONLY  FIRST  MONTH  REPORTED 

UPBOUND  STATISTS 

0 

8 

0 

8 

0 

0 

0 

2 

10 

0 

12 

0 

ft  ... 

DOHNBOUNO  STATISTICS 

0 

19 

0 

19 

0 

0 

0 

2 

13 

0 

15 

0 

TOTALS 

0 

27 

0 

27 

0 

0 

0 

4 

23 

0 

27 

0 

LITTLE  CHUTE  LOCK  2 

HI  ONLY  FIRST  MONTH  REPORTED 

UPBOUND  STATISTICS 

0 

7 

0 

7 

0 

0 

0 

0 

12 

4 

16 

0 

OOMNBOUNO  STATISTICS 

0 

14 

5 

19 

0 

0 

0 

1 

16 

6 

23 

0 

•  :  ■ 

TOTALS 

0 

21 

5 

26 

0 

0 

0 

1 

28 

10 

39 

0 

LITTLE  CHUTE  COMB  LOCKS  UPPER  m  ONLY  FIRST  MONTH  REPORTED 

UPBOUND  STATISTICS 

0 

5 

0 

5 

0 

0 

0 

2 

11 

2 

15 

0 

DOMNBOUND  STATISTICS 

0 

16 

4 

20 

0 

0 

0 

0 

15 

5 

20 

0 

TOTALS 

0 

21 

4 

25 

0 

0 

0 

2 

26 

7 

35 

0 

LITTLE  CHUTE  COMB  LOCKS  LONER  m  ONLY  FIRST  MONTH  REPORTEQ 

5  “ 

UPBOUND  STATISTICS 

0 

S 

1 

6 

0 

0 

0 

0 

12 

4 

16 

0 

/  V- 

DOMNBOUND  STATISnCS 

0 

16 

3 

19 

0 

0 

0 

1 

14 

4 

19 

0 

TOTALS 

0 

21 

4 

25 

0 

0 

0 

1 

26 

8 

35 

0 

V- 

CEDARS  LOCK  i  DAM 

HI  ONLY  FIRST  MONTH  REPORTED 

/  V 

UPBOUND  STAnSTICS 

0 

B 

0 

8 

0 

0 

0 

2 

11 

0 

13 

0 

DOMNBOUND  STATISTICS 

0 

16 

1 

17 

0 

0 

0 

2 

15 

1 

18 

0 

TOTALS 

0 

24 

1 

25 

0 

0 

0 

4 

26 

1 

31 

0 

APPLETON  LOCK  1 

in  ONLY  FIRST  MONTH  REPORTED 

v:  V- 

UPBOUND  STATISTICS 

0 

11 

0 

11 

0 

0 

0 

2 

10 

0 

12 

0 

;  'r‘_ 

DOHNBOUNO  STATISTICS 

0 

12 

1 

13 

0 

0 

0 

1 

18 

1 

20 

0 

’  *  •  .  *  1 

TOTALS 

0 

23 

1 

24 

0 

0 

0 

3 

28 

1 

32 

0 

ft 

.ft 

APPLETON  LOCK  2 

hi  only  FIRST  MONTH  REPORTED 

UPBOUND  STATISTICS 

0 

12 

0 

12 

0 

0 

0 

2 

10 

0 

12 

0 

DOMNBOUND  STATISTICS 

0 

11 

1 

12 

0 

0 

0 

2 

18 

1 

21 

0 

TOTALS 

0 

23 

1 

24 

0 

0 

0 

4 

28 

1 

33 

0 

••.T**.*'*. 

%*  /  s'  ./  •  • 


v,'  */  V  V 
\  \  %  v  * 


s'  s*  s  Vl  y/’.t-**.*. 


TABLE  2 


PACE  2i 


PERFORMANCE  MONITORING  SYSTEM  <PKS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12m 
INSTITUTE  FOR  HATES  RESOURCES 


DISTRICT  NAME 
DETROIT 


DIVISION  NAME 
NORTH  CENTRAL 


MONTHS  REPORTED 
11/83 


RUER/LOCX  NAME 


TONS  VESSL  VESSL 
RECRTN  OTHER 


VESSL  BARGS  BARGS  BARGES  LOCKCS  LCKGES  LCKGES  LCKGES  TONNAGE 

TOTAL  EMPTY  FULL  TOTAL  SOMMER  RECRTN  OTHER  TOTAL  (KTONS) 

(MAVr  OPNt  ETC) 


APPLETON  LOCK  3 

XXX 

ONLY  FIRST  MONTH  REPOR 

WOUND  STATISTICS 

0 

12 

1 

13 

DOMNOOUND  STATISTICS 

0 

11 

0 

11 

TOTALS 

0 

23 

1 

24 

APPLETON  LOCK  4 

XXX 

OILY  FIRST  MONTH  REPOT 

UPOOUND  STATISTICS 

0 

11 

0 

11 

DONNBOUND  STATISTICS 

0 

10 

1 

11 

TOTALS 

0 

21 

1 

22 

MENASHA  LOCK  (  DAM 

XXX 

ONLY  FIRST  MONTH  REPOT 

UPOOUND  STATISTICS 

0 

30 

0 

30 

DONNBOUND  STATISTICS 

1 

25 

0 

20 

TOTALS 

1 

55 

0 

5A 

THE  INLAND  ROUTE 

ALANSONLOCK 

XXX 

ONLY  FIRST  MONTH  REPOT 

UPOOUND  STATISTICS 

0 

40 

0 

40 

DONNBOUND  STATISTICS 

0 

50 

0 

50 

TOTALS 

0 

90 

0 

90 

ST  MARYS  RIVER 

NACARTHUR  LOCK 

NO  DATA 

RECORDED  FOR  THIS  LOCK 

NEH  POE  LOCK 

NO  DATA 

RECORDED  FOR  THIS  LOCK 

OAVXS  LOCKOO 

NO  DATA 

RECORDED  FOR  THIS  LOCK 

SABIN  LOCXOO 

NO  DATA 

RECORDED  FOR  THIS  LOCK 

PERFORMANCE  MOTORING  SYSTEM  <PNS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


PAGE  24 


EROC  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

F4  ROCK  ISLAND  NORTH  CENTRAL  10/83  11/83 


RIVER 

ILLINOIS 


MISSISSIPPI  RIVER 


L  CODE -LOCK  NAME 
Ol-TNONAS  J  O'BRIEN 
02-L0CKP0RT  LOCK 
03-6RANOON  ROAD  LOCK  l  DAN 
04-0RE SOEN  ISLAND  LOCK  l  DAM 
05-MARSIELLES  LOCK  t  DAM 
06-STARVED  ROCK  LOCK  t  DAM 
07-PE0RIA  LOCK  *  DAN 
08 -LAGRANGE  LOCK  l  DAM 
U-LOCK  t  DAM  11 

12- LOCK  (  DAN  12 

13- LOCK  i  DAN  13 

14- LOCK  t  DAM  14 

14- LOCK  l  DAM  14  AUXILIARY  1 

15- LOCK  <  DAM  15 

15- LOCK  (  DAM  15  AUXILIARY  1 

16- LOCK  »  DAM  14 

17- LOCK  (  DAN  17 

18- LOCK  t  DAM  18 

19- LOCK  l  DAM  19 

19- LOCK  (  DAM  19  AUXILIARY  1 

20- LOCK  t  DAM  20 

21- LOCK  l  DAM  21 

22- LOCK  t  DAN  22 


LEN/HID/OfiAFT  (FT/FT/FT) 
1200/0110/12.0 
1200/0110/12.0 
1200/0110/12.0 
1200/0110/12.0 
1200/0110/12.0 
1200/0110/12.0 
1200/0110/12.0 
1200/0110/12.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 
1350/0110/10.0 


12/83 


F 


TABLE  2 
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PERFORMANCE  MONITORING  SYSTEM  (PHS)  QUARTERLY  REPORT 
FOR  TIC  PERIOO  10/83  THOUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


I 


DISTRICT  NAME 
ROCK  ISLAND 


DIVISION  NAME 
NORTH  CENTRAL 


MONTHS  REPORTED 
11/83 


RMR/LOCX  NAME 

TONS  VESSL 

VESSL 

VESSL 

BARGS 

BARGS 

BARGES 

LOCKGS 

LOSES  LCKGES 

LCKGES 

TONNAGE 

RECRTN 

OTHER 

TOTAL 

EMPTY 

FULL 

TOTAL 

CONNER 

RECRTN  OTHER 

TOTAL 

(KTONS) 

ii 

(NAV>  QPNt  ETC) 

TABLE  2 


PACE  27 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


EMC  DISTRICT  NAME 

F«  ROCK  ISLAND 


DIVISION  NAME 
NORTH  CENTRAL 


MONTHS  REPORTED 
11/83 


RIVER/LOCK  NAME 


TONS  VESSL  VESSL  VESSL  BARGS  BARGS  BARGES  LOCXGS  LCKGES  LCKCES  LCKGES  TONNAGE 

RECRTN  OTHER  TOTAL  EMPTY  FULL  TOTAL  CONNER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAVt  OPNf  nc> 


TABLE  2  PERFORMANCE  100100116  SYSTEM  (MS)  QUARTERLY  REPORT 

FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  MATER  RESOURCES 

EROC  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

|  FA  ROCK  ISLAND  NORTH  CENTRAL  10/83  11/83  12/83 


RIVER/LOCK  NAME  TOMS  VESSL  VESSL  VESSL  BARGS  BARGS  BARGES  LOCKCS  LCXGES  LCKCES  LCXCES  TONNAGE 

RECRTN  OTHER  TOTAL  EMPTY  FULL  TOTAL  CONNER  RECRTN  OTHER  TOTAL  (KTQNS) 

(NAVi  OPNr  nc> 


MISSISSIPPI  RIVER 


LOCK  t  DAN  22  m 


UP60UN0  STATISTICS 

418 

33 

115 

544 

3349 

1434 

5003 

789 

21 

19 

829 

2442 

DOHNBOUND  STATISTICS 

!0  532 

88 

51 

471 

238 

4231 

4449 

945 

70 

20 

1055 

8749 

TOTALS 

950 

121 

164 

1237 

3407 

7845 

11472 

1754 

91 

39 

1884 

11211 

TMLE  3 


performance  monitoring  system  <pns>  quarterly  report 

FOR  TME  PERIOO  10/83  THROUGH  12/83 
INSTITUTE  FOR  MATER  RESOURCES 


PACE  29 


CROC  DISTRICT  NNC  DIVISION  NAME  MONTHS  REPORTED 

F4  ROCK  ISLAND  NORTH  CENTRAL  10/83  11/83  12/83 


ALL  TDCS  EXPRESSED  IN  MINUTES 

LOCK  PROCESSING  THE  1  DELAYED  DELAY  DELAY  DELAY 

APPROACH  ENTRY  CHAMBER  EXIT  1  TONS  TIME  AVG  MAX 

(ON  AVC  MAX  5  MIN  AVC  MAX  5  MIN  AVC  NAXSIQN  AVC  MAXI  (TONS)  (TONS)  (ALL  VSSLS) 


ILLINOIS 


THOMAS  J  O'BRIEN 

1  3 

28 

1  2 

30 

3  13 

44 

1 

2 

16  : 

104 

1464 

14.1 

131 

LOCXPORT  LOCK 

1  9 

117 

1  10 

76 

1  27 

96 

1 

11 

too : 

824 

89844 

109.0 

1503 

BRANDON  ROAD  LOCK  1  DAN 

1  12 

431 

1  10 

43 

4  19 

r. 

1 

12 

400 : 

783 

60612 

77.4 

1445 

DRESOEN  ISLAND  LOCK  1  DAN 

1  10 

421 

1  10 

58 

1  17 

437 

1 

13 

U3 : 

582 

64255 

110.4 

1155 

NARSIELLES  LOCK  t  DAN 

1  11 

167 

1  9 

81 

1  19 

435 

1 

16 

127  5 

649 

140810 

217.0 

1440 

STARVED  ROCK  LOCK  (  DAM 

1  8 

112 

1  9 

83 

6  16 

108 

1 

14 

406  : 

589 

100385 

170.4 

1440 

PEORIA  LOCK  t  DAN 

1  6 

423 

1  8 

57 

1  7 

43 

1 

12 

154 : 

618 

75064 

121.5 

875 

LAGRANGE  LOCK  I  DAM 

1  7 

90 

1  8 

45 

1  6 

421 

1 

14 

136 : 

646 

88281 

136.7 

995 

MISSISSIPPI  RIVER 

LOCK  1  DAN  11 

1  8 

139 

1  8 

85 

4  10 

68 

1 

15 

398  5 

439 

84431 

192.3 

2118 

LOCK  1  DAN  12 

1  9 

151 

1  B 

88 

1  7 

40 

1 

15 

146 : 

520 

83334 

160.3 

2148 

LOCK  1  DAN  13 

1  6 

149 

1  8 

407 

1  10 

105 

1 

17 

134 

533 

118788 

222.9 

1565 

LOCK  1  DAN  14 

1  7 

377 

1  9 

327 

l  9 

434 

1 

17 

185  : 

732 

287226 

392.4 

2855 

LOCK  1  DAN  14  AUXILIARY  1 

NO  DATA  RECORDED  FOR  THIS  LOCK 

LOCK  1  DAN  IS 

1  10 

105 

1  9 

97 

1  11 

302 

l 

19 

183 : 

688 

181612 

264.0 

1682 

LOCK  t  DAN  15  AUXILIARY  1 

1  3 

23 

1  2 

19 

1  10 

32 

1 

3 

4i  : 

14 

479 

34.2 

193 

PAGE  30 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DISTRICT  NAME 
ROCK  ISLAND 


DIVISION  NAME 
NORTH  CENTRAL 


MONTHS  REPORTED 
11/83 


inAAAA/Hi 

ArrKUALH 

AVG  MAX 


MISSISSIPPI  RIVER 

LOCK  t  DAN  14  1  8  309  1  9  SO 

LOCK  I  DAM  17  1  11  440  1  9  75 

LOCK  I  DAM  18  1  8  110  1  10  172 

LOCK  I  DAN  19  1  24  794  1  10  392 

LOCK  <  DAN  19  AUXILIARY  1  NO  DATA  RECORDED  FOR  THIS  LOCK 
LOCK  (DAM  20  1  7  304  1  9  270 

LOCK  I  DAM  21  1  9  108  1  9  158 

LOCK  ( DAM  22  1  9  432  1  10  70 


AVG  MAX  1  MIN  AVG  MAX 


(TONS)  (TONS)  (ALL  ®LS» 


8 

309 

1 

9 

SO 

3 

9 

79 

1 

18 

111  : 

890 

582235 

454.2 

4323 

11 

440 

1  9 

75 

2 

9 

49 

1 

14 

87  : 

899 

407013 

452.7 

1785 

8 

110 

1 

10 

172 

3 

8 

100 

1 

18 

405  : 

892 

404788 

453.8 

5235 

24 

794 

1 

10 

392 

1 

23 

439 

1 

12 

439  : 

750 

274401 

345.9 

7450 

7 

304 

1 

9 

270 

2 

7 

74 

1 

17 

394  : 

748 

204134 

245.8 

9534 

9 

108 

1 

9 

158 

1 

4 

SO 

1 

18 

751  1 

818 

174401 

215.4 

11453 

9 

432 

1 

10 

70 

1 

4 

40 

1 

20 

434  : 

893 

409485 

458.8 

2220 

TABLE  1 


PERFORMANCE  DONITONNC  SYSTEM  (PW)  QUARTERLY  REPORT 
FOR  THE  raOOO  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 
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EROC  DISTRICT  DAME  DIVISION  NAME 

FS  ST.  PAUL  NORTH  CENTRAL 


RIVER  LCOOE-LOCK  NAME 

MISSISSIPPI  RIVER  Ol-LOCX  t  DAM  1  NADI  CHBR  1 
01-LOCK  t  DAN  1  MAIN  CHBR  2 
02-LOCK  I  DAN  2 
02 -LOCK  t  DAN  2  AUXILIARY  1 
03-L0CK  t  DAN  3 
04-L0CK  I  DAN  4 
05-L0CK  t  DAN  5 
04-LOCK  t  DAM  4 
07-LOCK  t  OAM  7 
08-L0CK  I  DAN  8 
09-L0CK  t  DAM  9 
10-LOCK  t  DAN  10 

51- ST  ANTHONY  FALLS  UPPER  L  t  D 

52- ST  ANTHONY  FALLS  LONER  L  t  0 
55-LOCK  I  DAM  SA 


MONTHS  REPORTED 

10/83  11/83  12/83 


LEM/WD/ORAFT  (FT/FT/FT) 
0400/0054/11.0 
0400/0054/11.0 
0400/0110/11.0 
0500/0110/11.0 
0400/0110/11.0 
0400/0110/11.0 
0400/0110/11.0 
0400/0110/11.0 
0400/0110/11.0 
0400/0110/11.0 
0400/0110/11.0 
0400/0110/11.0 
0400/0054/11.0 
0400/0054/11.0 
0400/0110/11.0 


RIVER/LOCK  NAHE 

TONS  VESSL 

VESSL 

VESSL 

BANS 

BAMS 

BARGES 

LOCKGS 

LCKGES  LCKGES  LCKGES 

TONNAGE 

N* 

RECRTN 

OTHER 

TOTAL 

EHPTT 

FULL 

TOTAL 

CONNER 

RECRTN  OTHER  TOTAL 

(KTONS) 

i 

(NAVi  OPN*  ETC) 

p 

RIVER/LOCK  NAN E 

TONS  VESSL 

VESSL 

vesa 

BARGS 

BARGS 

BAKES 

LOCXGS 

LCKGES  LCKGES  LCKCES 

TfWHfirr 

1 UTRTWC 

^\**,*i1 

tv 

RECRTN 

OTHER 

TOTAL 

EHPTY 

FULL 

TOTAL 

CONNER 

RECRTN  OTHER  TOTAL 

(KTONS) 

r 

(NAVi  OPN»  ETC) 

*.  ,.v 

HISSISSIPPI  RIVER 

LOCK  1  DAN  7 
upbound  STAnsncs 

ni 

229 

193 

43 

445 

1484 

494 

2380 

OONNBOUNO  STAnsncs 

280 

210 

18 

508 

73 

3247 

3320 

TOTALS 

509 

403 

41 

973 

1757 

3943 

5700 

LOCK  (  DAN  8 

UPBOUND  STAnsncs 

in 

231 

94 

114 

439 

1495 

797 

2492 

OONNBOUNO  STAnsncs 

282 

100 

8 

390 

87 

3344 

3453 

TOTALS 

513 

194 

122 

829 

1782 

4143 

5945 

LOCK  (  DAN  9 
upbound  STAnsncs 

HI 

234 

124 

40 

400 

1533 

1027 

2540 

OOHNBOUND  STATISTICS 

291 

138 

4 

433 

244 

3321 

3547 

TOTALS 

525 

244 

44 

833 

1779 

4348 

4127 

LOCK  (  DAN  10 

upbound  STAnsncs 

hi 

295 

148 

45 

508 

1931 

1044 

2975 

OOHNBOUND  STAnSnCS 

344 

185 

21 

570 

234 

3852 

4088 

TOTALS 

459 

333 

84 

1078 

2147 

4894 

7043 

ST  ANTHONY  FALLS  UPPER  L  10 

in 

ONLY  FIRST  AND  SECOND  NORTHS  REPORTED 

upbound  STAnsncs 

143 

122 

37 

302 

113 

114 

227 

DOHNBOUND  STAnsnCS 

142 

157 

18 

337 

111 

147 

258 

TOTALS 

305 

279 

55 

439 

224 

241 

485 

ST  ANTHONY  FALLS  LONER  L  1  D 

in 

ONLY  FIRST  AND  SECOND  NORTHS  REPORTED 

UPBOUND  STAnsncs 

198 

134 

27 

341 

144 

208 

354 

DOHNBOUND  STAnsnCS 

211 

140 

14 

387 

178 

210 

388 

TOTALS 

409 

294 

43 

748 

324 

418 

742 

LOCK  1  DAN  5A 

UPBOUND  STAnSTICS 

m 

220 

142 

40 

402 

1411 

457 

2048 

DOHNBOUND  STATISTICS 

242 

140 

10 

412 

75 

2833 

2908 

RIVER 

COLUMBIA  RIVER 


WLUVCTTE  RIVER 


LCOOE-LOCK  NAME 
01-60NNEVHLE  LOCK  l  DAM 
02-THE  DALLES  DAN 
03- JOHN  DAY  LOCK  I  DAM 
U-NULAMETTE  FALLS  LOCKS  1  -  4 
15-VOLLAMETTE  FALLS  GUARD  LOCK 


LEN/WD /DRAFT  (FT/FT/FT) 
0500/0074/15.0 
0450/0064/15.0 
0450/0064/15.0 
0200/0037/  4.5 
0200/0037/  4.5 


(NAVr  OPN.  ETC) 
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TABLE  3 


EMC 

62 


PERFORMANCE  dttTORING  SYSTEM  (PHS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


OISTRICT  NAME 
PORTLAND 


OIVISION  NAME 
NORTH  PACIFIC 


10/83 


MONTHS  REPORTED 
11/83 


12/83 


LOCK  PROCESSING  TIME 
APPROACH  ENTRY  CHAMBER 

MIN  AVG  MAX  !  MIN  AV6  MAX  !  HM  AVG  MAX 


ALL  TIMES  EXPRESSED  IN  MINUTES 

1  DELAYED  DELAY  DELAY  DELAY 

EXIT  1  TONS  TIME  AVG  MAX 

!  MIN  AVG  MAX  J  (TONS)  (TONS)  (ALL  VSSLS) 


■-  •"  r.:„) 


»  ",  •*. 

bt: 

v  v. 


*  W, 


PERFORMANCE  MONITORING  SYSTEM  (PNS)  QUARTERLY  REPORT 
FOR  THE  PERI®  10/83  THROUGH  12/83 
INSTITUTE  FOR  MATER  RESOURCES 
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EROC  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

G3  SEATTLE  NORTH  PACIFIC  10/83  11/83 


RIVER  L CODE -LOCK  NAME 

LAKE  WASHINGTON  SHP  CA  01-WRAH  M  CHITTENDEN  LOCKS 

01-4QRAM  N  CHITTENDEN  LOCKS  AUX1 


LEH/WD/ORAFT  (FT/FT/FT) 
0825/0080/30.0 
0150/0026/25.0 


12/83 


RIVER/LOCK  NAME 


TONS  VESSL  VESSL 
RECRTN  OTHER 


VESSL  BARGS  SAKS  BARGES  LOCKCS  LCKGES  LCKGES  LCKCES  TONNAGE 

TOTAL  EMPTY  FULL  TOTAL  COMHER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAV>  OPNf  ETC) 


PERFORMANCE  NONITOAINC  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


PAGE  41 


QH)C  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

G4  KALLA  KALLA  NORTH  PACIFIC  10/83  11/83 


RIVER  LCODE-LOCK  NAME 

COLUMBIA  RIVER  24-MCNARY  LOCK  t  DAN 

SNAKE  RIVER  01-ICE  HARBOR  LOCK  t  DAM 

02-L0HER  MONUMENTAL  LOCK  1  DAM 
03-LITTLE  GOOSE  LOCK  (  DAM 
04-L0MER  GRANITE  LOCK  l  DAM 


LEN/HID/DRAFT  (FT/FT/FT) 
0650/0064/14.0 
0650/0084/14.0 
0650/0084/14.0 
0650/0084/14.0 
0650/0084/14.0 


12/83 


TABLE  1 


PERFORMANCE  MQWTORIMC  SYSTEM  (PHS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 
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EROC  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

HI  HUNTINGTON  OHIO  RIVER  10/83  11/83 


FIVER  LCOOE-LOCK  NAME 

KANAHHA  RIVER  01 -WINFIELD  LOCKS  4  OAM  MAIN  1 

01 -WINFIELD  LOCKS  t  DAN  MAIN  2 
02 -MARKET  LOCKS  &  DAM  MAIN  1 
02-HARNET  LOCKS  1  DAM  MAIN  2 
03-LONDON  LOCKS  4  DAM  HAIM  1 
03-L0N00N  LOCKS  1  DAM  MAIN  2 
OHIO  RIVER  21-8ELLEVILLE  LKKS  4  DAK 

2 1 - BELLEVILLE  LOCKS  4  DAN  AUK  1 

22- RACINE  LOCKS  4  DAM 

22- RACINE  LOCKS  4  DAM  AUX  1 

23- GALLIPOLIS  LOCKS  4  DAM 

23- GALLIPOLIS  LOCKS  4  OAM  AUX  1 

24- GREENUP  LOCKS  4  DAM 

24- GREENUP  LOCKS  4  DAM  AUX  1 

25- CAPT  ANT  HELDAHL  LOCKS  4  DAN 
25-CAPT  ANT  HELDAHL  LK4DAM  AUX  1 
72-HILLOM  ISLAND  LOCKS  4  DAM 
72-HILLOH  ISLAM)  LOCKS  4  DAM  AUX 


LEN/KD/DRAFT  (FT/FT/FT) 
0300/0054/12.0 
0300/0050/12.0 
0300/0050/12.0 
0300/0050/12.0 
0300/0050/12.0 
0300/0050/12.0 
1200/0110/12.0 
0000/0110/12.0 
1200/0110/12.0 
0000/0110/12.0 
0000/0110/12.0 
0300/0110/12.0 
1200/0110/12.0 
0000/0110/12.0 
1200/0110/12.0 
0000/0110/12.0 
1200/0110/12.0 
0000/0110/12.0 


12/83 


v'v.  V* 


TABLE  2 


PERFORMANCE  MONITOR INC  SYSTEM  <PHS>  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  MATER  RESOURCES 
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DISTRICT  NAME 
HUNTINGTON 


DIVISION  NAME 
OHIO  RIVER 


MONTHS  REPORTED 
11/83 


RIVER/IOCX  NAME 


TONS  VESSL  VESSL 
RECRTN  OTHER 


VESSL  BARGS  BARGS  BARGES  LOCKGS  LCKGES  LCKGES  LCKGES  TONNAGE 

TOTAL  EMPTY  FILL  TOTAL  CONNER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAVi  OPNi  ETC) 


V- 


■O  ■ 
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TABLE  2 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/03 
INSTITUTE  FOR  HATER  RESOURCES 


DISTRICT  NAME 
HUNTINGTON 


DIVISION  NAME 
OHIO  RIVER 


MONTHS  REPORTED 
11/83 


RIVER/LOCX  NAME 


TONS  VESSL  VESSL  VESSL  BARGS  BARGS  BARGES  LOCKGS  LCKGES  LCKGES  LCXGES  TONNAGE 

RECRTN  OTHER  TOTAL  EMPTY  FULL  TOTAL  COMMER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAVi  OPNi  ETC) 


CAPT  ANT 


IDANAUX 


506 

2971 

2170 

5141 

499 

0 

0 

499 

3374 

480 

766 

4184 

4950 

476 

0 

0 

986 

3737 

6354 

10091 

975 

0 

0 

975 

9623 

142 

43 

31 

74 

37 

69 

1 

107 

52 

205 

80 

53 

133 

58 

96 

0 

154 

63 

347 

123 

84 

207 

95 

165 

1 

261 

116 

410 

1116 

3196 

4312 

406 

1 

0 

407 

4449 

384 

1525 

2540 

4065 

385 

0 

0 

385 

3587 

794 

2641 

5736 

8377 

791 

1 

0 

792 

8036 

99 

145 

35 

180 

86 

13 

2 

101 

42 

122 

109 

149 

258 

101 

20 

1 

122 

120 

221 

254 

184 

438 

187 

33 

3 

223 

162 

••  .'V-  • 

o  ■  -  ■ 


.V 


.-■v-v-v.y --v*  V-'- NV-v»v-\' 

.'*•*.•  *  *'*  .*w  .*•  .  ' 
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TABLE  3 


EMC 

HI 


PERFORMANCE  MONITORING  SYSTEM  (PUS)  QUARTERLY  REPORT 
FOR  THE  PERIOO  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DISTRICT  NAME 
HUNTINGTON 


DIVISION  NAME 
OHIO  RIVER 


10/83 


MONTHS  REPORTED 
11/83 


12/83 


ALL  TIMES  EXPRESSED  IN  MINUTES 

LOCK  PROCESSING  TIME  1  DELAYED  DELAY  DELAY  DELAY 

APPROACH  ENTRY  CHAMBER  EXIT  1  TOWS  TIME  AVG  MAX 

MIN  AVG  MAX  1  MIN  AVG  MAX  !  MIN  AVG  MAX  1  MIN  AVG  MAX  1  (TONS)  (TONS)  (ALL  VSSLS) 


KANAWHA  RIVER 


HINFIELD  LOCKS  t  DAM  MAIN  1 

1 

11 

95 

1 

4 

39 

5 

10 

30 

1 

12 

66  : 

258 

33957 

131.6 

752 

HINFIELD  LOCKS  l  DAM  MAIN  2 

1 

11 

140 

1 

4 

35 

5 

10 

41 

1 

11 

108 : 

179 

22427 

125.3 

500 

MARKET  LOCKS  S  DAM  MAIN  1 

1 

9 

37 

1 

4 

14 

5 

8 

21 

2 

9 

37 : 

24 

2565 

106.9 

270 

MARKET  LOCKS  t  DAM  MAIN  2 

1 

9 

62 

1 

4 

23 

5 

8 

30 

2 

10 

so : 

356 

72535 

203.8 

930 

LONDON  LOCKS  6  DAM  MAIN  1 

1 

8 

24 

1 

5 

13 

7 

10 

20 

2 

7 

24  1 

11 

2058 

187.1 

486 

LONDON  LOCKS  i  DAM  MAIN  2 

OHIO  RIVER 

1 

9 

47 

1 

5 

20 

6 

9 

29 

2 

7 

28 : 

51 

12162 

238.5 

541 

BELLEVILLE  LOCKS  i  DAM 

1 

18 

57 

1 

9 

30 

6 

12 

32 

1 

8 

32  i 

252 

9830 

39.0 

227 

BELLEVILLE  LOCKS  t  DAM  AUX  1 

1 

15 

36 

1 

4 

18 

9 

12 

22 

1 

4 

11 1 

0 

0 

0.0 

6 

RACINE  LOCKS  l  DAM 

1 

17 

622 

1 

11 

45 

8 

11 

45 

2 

9 

38 : 

302 

19365 

64.1 

975 

RACINE  LOCKS  t  DAM  AUX  1 

2 

12 

40 

2 

6 

16 

7 

10 

22 

2 

6 

t3 : 

3 

45 

15.0 

25 

GALLIPOLIS  LOCKS  l  DAM 

1 

10 

107 

2 

12 

95 

5 

11 

25 

2 

18 

90  1 

602 

117262 

194.8 

1330 

GALLIPOLIS  LOCKS  t  DAM  AUX  1 

1 

6 

30 

2 

7 

31 

5 

12 

21 

2 

9 

48 : 

10 

2465 

246.5 

740 

GREENUP  LOCKS  t  DAM 

1 

16 

60 

2 

10 

28 

7 

11 

23 

2 

9 

26 : 

358 

17295 

48.3 

558 

GREENUP  LOCKS  t  DAN  AUX  1 

1 

8 

38 

1 

4 

22 

6 

10 

15 

1 

5 

18 : 

7 

96 

13.7 

25 

CAPT  ANT  HELDAHL  LOCKS  (  DAM 

1 

19 

58 

1 

10 

30 

7 

13 

27 

2 

11 

30 : 

414 

24623 

59.5 

270 

II 


.'-V-V-V1 

‘r , 

.. 

C.V.V.V 
-  VJ  .* 


V  .V 


•.  b >, 


*•*.>  - 


DISTRICT  NAME 


PERFORMANCE  MONITORING  SYSTEM  (PNS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DIVISION  NAME 


MONTHS  REPORTED 


/83 


PAGE  49 


ALL  TIMES  EXPRI 

LOCK  PROCESSING  TIME 

APPROACH  ENTRY  CHAMBER  EXIT 

MIN  AVG  MAX!  MIN  AVG  MAX  !  MIN  AVG  MAX  5  HIM  AVG  MAX 


at:Vl  3  ill’ll 


CAPT  ANT  MELDAHL  LKtOAH  AUX 

1 

9 

40 

1 

3 

24 

4 

13 

34 

1 

5 

20  : 

2 

1480 

740.0 

DILLON  ISLAND  LOCKS  1  DAM 

1 

14 

40 

2 

8 

31 

4 

13 

42 

1 

9 

35  : 

239 

10572 

44.2 

WILLOH  ISLAND  LOCKS  i  OAM  AU 

1 

12 

45 

1 

3 

15 

8 

13 

25 

1 

4 

15  i 

7 

244 

34.9 

performance  iwmRDc  system  (pns>  quarterly  report 

FOR  TIC  PERIOO  10/83  THOUGH  12/83 
INSTITUTE  FOR  MATER  RESOURCES 


FACE  SO 


EROC  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

H2  LOUISVILLE  OHIO  RIVER  10/83  11/83 


RIVER 

GREEN/BARREN  RIVER 


OHIO  RIVER 


LCOOE-LOCK  NAME 

21- LOCK  t  DAN  1 

22- LOCK  t  DAM  2 

23- LOCK  t  DAM  3 
41-MARKLAND  LOCKS  I  OAM 

41- MARKLAND  LOCKS  t  OAM  AUX  1 

42- MCALPIME  LOCKS  t  DAM 
42-HCALPDC  LOCKS  1  DAM  AUX  1 

50- L0CK  (  OAM  SO 

51- LOCK  t  DAN  SI 

52- LOCK  t  DAM  52 

52- LOCK  I  OAM  52  AUX  1 

53- LOCK  (  DAM  53 

75-CANNELTON  LOCK  I  OAM 

75- CANMELTON  LOCK  I  DAM  AUX 

76- NEHBURCH  LOCK  I  DAN 

76- NENBURCH  LOCK  I  DAM  AUX  1 

77- UNIONTQHI  LOCK  I  DAN 

77- UHONTONN  LOCK  I  DAN  AUX  1 

78- SHTTMLAND  LOCK  (  DAM 

78-SMITHLAMD  LOCK  t  OAM  AUX  1 


LEN/HD/DRAFT  (FT/FT/FT) 
0600/0004/12.0 
0600/0004/12.0 
0138/0036/12.0 
1200/0110/12.0 
0600/0110/12.0 
1200/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 
1200/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 
1200/0110/12.0 
0600/0110/12.0 
1200/0110/12.0 
0600/0110/12.0 
1200/0110/12.0 
0600/0110/12.0 
1200/0110/12.0 
1200/0110/12.0 


12/83 


PAGE  SI 


DISTRICT  NAME 
LOUISVILLE 


PERFORMANCE  MONITORING  SYSTEM  (PHS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  MATER  RESOURCES 

DIVISION  NAME  MONTHS  REPORTED 

OHIO  RIVER  10/83  11/83 


RIVER/LOCX  NAME 

TONS  VESSL 

VESSL 

VESSL 

BARGS 

BARGS 

BARGES 

LOCXCS 

LCXGES  LCKGES  LCKCES 

TONNAGE 

RECRTN 

OTHER 

TOTAL 

EMPTY 

FULL 

TOTAL 

CONNER 

RECRTN  OTHER  TOTAL 
(NAVr  OPNi  no 

(KTONS) 

GREEN/BARREN  RIVER 

LOCK  1  DAN  1 

XXI 

UP80UND  STATISnCS 

485 

16 

10 

511 

1622 

174 

1796 

434 

8 

61 

503 

256 

DONNBOUND  STAnsnCS 

474 

17 

15 

506 

US 

1657 

1772 

438 

9 

53 

500 

2485 

* 

TOTALS 

959 

33 

25 

1017 

1737 

1831 

3568 

872 

17 

114 

1003 

2741 

.  ’  .  *' 

LOCK  1  DAM  2 

m 

UPBOUND  sTAnsncs 

372 

15 

3 

390 

1401 

14 

1415 

375 

11 

0 

386 

18 

DONNBOUND  STAnSTICS 

348 

13 

12 

393 

16 

1401 

1417 

381 

10 

0 

391 

2080 

*.*  v/c 

TOTALS 

740 

28 

IS 

783 

1417 

1415 

2832 

756 

21 

0 

777 

2098 

jj-* 

LOCK  1  DAN  3 

NO  DATA  RECORDED  FOR  THIS  LOCK 

OHIO  RIVER 

•  • 

HARKLAND  LOCKS  t  DAM 

ill 

UPBOUND  STATISTICS 

504 

0 

4 

508 

2420 

2675 

vm 

507 

0 

0 

507 

4228 

DONNBOUND  STAnSHCS 

477 

4 

3 

484 

1071 

3734 

4805 

481 

2 

0 

483 

5667  ' 

TOTALS 

981 

4 

7 

992 

3491 

6409 

9900 

988 

2 

0 

990 

QAQC 

totO 

•-v>' 

NARKLANO  LOCKS  1  DAM  AUX  1 

XU 

* 

UPBOUND  STAnsncs 

32 

216 

10 

258 

41 

32 

73 

43 

96 

3 

142 

57 

V  V' 

DONNBOUND  STAnsnCS 

42 

244 

21 

307 

80 

23 

103 

59 

123 

2 

184 

34 

I  Iiiiiib  '»■ 

TOTALS 

74 

460 

31 

565 

121 

55 

176 

102 

219 

5 

326 

91  j 

MCALPINE  LOCKS  I  DAM 

m 

upeouND  sTAnsncs 

556 

32 

75 

663 

1850 

3295 

5145 

609 

12 

2 

623 

5184 

.*  \ 

DONNBOUND  STAnSTICS 

575 

64 

57 

696 

1464 

3482 

4946 

613 

33 

2 

648 

5259 

*  i** * ,*• 

TOTALS 

1131 

96 

132 

1359 

3314 

6777 

10091 

45 

4 

1271 

10443 

MCALPINE  LOCKS  1  DAM  AUX  1 

NO  DATA  RECORDED  FOR  THIS  LOCK 

t 

m 

PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOO  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 
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■ 

RIVER/LOCK  NAME 

TONS  VESSL 

VESSL 

VESSL 

6ARGS 

BARGS 

BARGES 

LOCKGS 

LCKGES  LCKGES 

LCKGES 

TONNAGE 

• 

«\>\V 

tv 

RECRTN 

OTHER 

TOTAL 

EMPTY 

FULL 

TOTAL 

CONNER 

RECRTN  OTHER 

TOTAL 

(KTONS) 

. 

i 

(NAV>  OPNi 

no 

- 

LOCK  t  OAM  50 

NO  OATA 

RECORDED  FOR 

THIS  LOCK 

LOCK  1  DAM  51 

NO  DATA 

RECORDED  FOR 

THIS  LOCK 

LOCK  I  DAN  52 

III 

WOUND  STATISTICS 

891 

2 

79 

972 

4923 

4472 

9395 

OONNNUND  STAnsnCS 

895 

8 

88 

991 

2397 

0582 

8979 

TOTALS 

1780 

10 

107 

1903 

7320 

11054 

18374 

LOCK  t  DAN  52  AUX  1 

III 

ONLY  FIRST  AN 

D  SECOND  MONTHS 

REPORTED 

WOUND  STATISTICS 

200 

9 

47 

250 

305 

547 

912 

DOHNBOUNO  STAnsnCS 

173 

20 

39 

232 

218 

573 

791 

TOTALS 

373 

29 

80 

488 

583 

1120 

1703 

LOCK  t  DAN  53 

NO  DATA 

RECORDED  FOR 

THIS  LOCK 

CANNELTON  LOCK  1  DAN 

III 

UPOOUND  STATISTICS 

535 

7 

0 

548 

1855 

3480 

5335 

DONNBOUND  STATISTICS 

509 

2 

0 

517 

1423 

3710 

5139 

TOTALS 

1044 

9 

12 

1005 

3278 

7190 

10474 

CANNELTON  LOCK  I  DAN  AUX 

III 

UP80UN0  STATISTICS 

31 

25 

11 

07 

113 

15 

128 

OONNBOUND  STATISTICS 

51 

00 

10 

121 

50 

107 

103 

TOTALS 

82 

85 

21 

188 

109 

122 

291 

NENBURGH  LOCK  t  DAN 

in 

UPOOUND  STATISTICS 

035 

8 

20 

003 

2050 

3575 

0231 

DONNBOUND  STATISTICS 

017 

20 

29 

000 

1810 

4145 

5901 

TOTALS 

1252 

28 

49 

1329 

4472 

7720 

12192 

NENBURGH  LOCK  1  DAN  AUX  1 

III 

UPOOUND  STATISTICS 

71 

100 

53 

290 

05 

133 

198 

DONNBOUND  STATISTICS 

89 

191 

33 

313 

172 

50 

222 

TABLE  2 


EMC 

H2 


PAGE  S3 


PERFORMANCE  MONITORING  SYSTEM  (PHS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DISTRICT  NAME 
LOUISVILLE 


DIVISION  NAME 
OHIO  RIVER 


10/83 


MONTHS  REPORTED 
11/83 


12/83 


RIVER/LOCK  NAME 


TONS 


VESSL  VESSL 
RECRTN  OTHER 


VESSL 

TOTAL 


BARGS 

EMPTY 


BARGS 

FULL 


BARGES  LOCKGS  LCKGES  LCKGES  LCKGES  TONNAGE 

TOTAL  CONNER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAVt  OPNi  ETC) 


OHIO  RIVER 


UNIONTONN  LOCK  t  DAM  m 


UP80UND  STAnsnCS 

688 

26 

31 

745 

4375 

3076 

7451 

690 

3 

1 

694 

4939 

DOHNBOUND  STATISTICS 

654 

10 

14 

678 

1374 

5686 

7060 

660 

2 

2 

664 

8458 

TOTALS 

1342 

36 

45 

1423 

5749 

8762 

14511 

1350 

5 

3 

1358 

13397 

UNIONTOHN  LOCK  t  DAM  AUX  1 
UPBOUND  STATISTICS 

in 

40 

173 

17 

230 

93 

25 

118 

54 

135 

2 

191 

40 

DOHNBOUND  STATISTICS 

34 

193 

45 

272 

63 

24 

87 

64 

152 

1 

217 

33 

TOTALS 

74 

366 

62 

502 

156 

49 

205 

118 

287 

3 

400 

73 

SHITHLAND  LOCK  i  DAM 

UPBOUND  STATISTICS 

in 

135 

9 

18 

162 

671 

380 

1051 

147 

6 

8 

161 

612 

DOHNBOUND  STATISTICS 

680 

59 

43 

782 

1063 

5913 

6976 

705 

31 

13 

749 

8887 

TOTALS 

815 

68 

61 

944 

1734 

6293 

8027 

852 

37 

21 

910 

9500 

SHITHLAND  LOCK  1  DAM  AUX  1 
UPBOUND  STATISTICS 

in 

705 

55 

33 

793 

4766 

2723 

7489 

720 

18 

10 

748 

4383 

OOHNBQUND  STATISTICS 

133 

23 

15 

171 

325 

934 

1259 

145 

17 

7 

169 

1424 

TOTALS 

838 

78 

48 

964 

5091 

3657 

8748 

865 

35 

17 

917 

5800 

PACE  54 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DISTRICT  NAME 
LOUISVILLE 


DIVISION  NAME 
OHIO  RIVER 


LOCK  PROCESSING  TIME 
APPROACH  ENTRY  CHAMBER 

AVC  MAX 


MONTHS  REPORTED 
11/83 


LOCK  1  DAM  1 

1  5 

65 

1  3 

10 

1  7 

69 

1  4 

50  : 

123 

2576 

20.9  106 

LOCK  t  DAM  2 

1  4 

22 

1  3 

15 

5  11 

77 

1  4 

27  1 

108 

3407 

31.5  1240 

LOCK  I  DAM  3 

OHIO  RIVER 
NARKLAND  LOCKS  (  DAM 
HARKLAND  LOCKS  t  DAM  AUX  1 
HCALPDC  LOCKS  t  DAM 
MCALPINE  LOCKS  I  DAM  AUX  1 
LOCK  t  DAM  50 
LOCK  I  DAM  51 


NO  DATA  RECORDED  FOR  THIS  LOCK 


1 

23 

102 

1 

8 

50 

3 

13 

44 

2 

9 

70  1 

450 

27222 

60.5 

661 

1 

10 

81 

1 

3 

24 

5 

12 

22 

1 

5 

15  : 

5 

115 

23.0 

75 

1 

18 

115 

1 

9 

37 

5 

12 

45 

1 

8 

66  : 

602 

34339 

57.0 

743 

NO  DATA  RECORDED  FOR  THIS  LOCK 
NO  DATA  RECORDED  FOR  THIS  LOCK 
NO  DATA  RECORDED  FOR  THIS  LOCK 


LOCK  (  DAM  52 

1 

5 

95 

1 

6 

32 

LOCK  »  DAM  52  AUX  1 

1 

12 

88 

1 

11 

50 

LOCK  t  DAM  53 

NO  DATA  RECORDED  FOR  THIS  l 

CANNELTON  LOCK  t  DAM 

1 

26 

110 

2 

7 

30 

CANNELTON  LOCK  1  DAN  AUX 

1 

20 

85 

1 

4 

20 

NENBURGH  LOCK  (  DAM 

1 

16 

79 

1 

8 

30 

584  431596  739.0  6680 

250  209423  837.7  5910 

491  31593 

6  456 

522  21132 


PERFORMANCE  MMUORDB  SYSTEM  (PNS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DISTRICT  NOME  DIVISION  NAME  MONTHS  REPORTED 

NASHVILLE  OHIO  RIVER  10/03  11/83 


L CODE-LOCK  MANE 

LEM/HD/DRAFT  (FT/FT/FT) 

UHCLTQN  NHL  LOCK 

0400/0073/11.0 

EVER 

21-DARKLEY  LOCK 

0800/0110/11.0 

22 -CHEATHAM  LOCK 

0800/0110/11.0 

23-C0R0ELL  NULL  LOCK 

0400/0084/11.0 

24-OLD  HICKORY  LOCK 

0400/0084/11.0 

IER 

01-KEMTUCKY  LOCK 

0400/0110/11. 0 

02-PICKWCX  LANDING  LOCK 

1000/0110/11.0 

02-PICKHCK  LANDING  LOCK  AUX 

0400/0110/11.0 

03-HILSON  LOCK 

0400/0110/11.0 

03-UILSON  LOCK  AUX 

0292/0040/11.0 

04-GEN  JOS  MHEELER  LOCK 

0400/0110/11.0 

04-GEN  JOS  MHEELER  LK  AUX1 

0400/0040/11.0 

05-GUNTERSVILLE  LOCK 

0400/0110/11.0 

05-CUNTERSVILLE  LOCK  AUX  1 

0340/0040/11.0 

04-WCKAJAC  LOCK 

0400/0110/11.0 

07-CHICKAHAUGA  LOCK 

0340/0040/11.0 

08-HATTS  BAR  LOCK 

0340/0040/11.0 

OP-FORT  LOUDON  LOCK 

0340/0040/11.0 

TABLE  2 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOO  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


PAGE  57 
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DISTRICT  NAJC 
NASHVILLE 


DIVISION  NAME 
OHIO  RIVER 


NORTHS  REPORTED 

11/83 


RIVER/LOCK  NAME 


TONS  VESSL  VESSL 
RECRTM  OTHER 


VESSL  BARGS  BARGS  BARGES  LOCKGS  LOSES  LOSES  LOSES  TONNAGE 

TOTAL  EMPTY  FULL  TOTAL  CONNER  RECRTM  OTHER  TOTAL  (KTQMS) 

(NAV*  OPNf  ETC) 


HELTON  HILL  LOCK 

in 

UPBOUND  STATISTICS 

1 

1 

1 

3 

DOUNBOUND  STATISTICS 

1 

2 

1 

4 

TOTALS 

2 

3 

2 

7 

CUMBERLAND  RIVER 

BARKLEY  LOCK 

in 

UPBOUND  STATISTICS 

44 

31 

4 

79 

DOUNBOUND  STATISTICS 

90 

34 

5 

129 

TOTALS 

134 

65 

9 

208 

CHEATHAM  LOCK 

hi 

UPBOUND  STATISTICS 

103 

48 

0 

151 

DOUNBOUND  STATISTICS 

100 

38 

6 

144 

TOTALS 

203 

86 

6 

295 

CORDELL  WILL  LOCK 

NO  DATA  RECORDED  FOR  THIS  LOCK 

OLD  HICKORY  LOCK 

in 

UPBOUND  STATISTICS 

42 

112 

13 

167 

DOUNBOUND  STATISTICS 

32 

112 

21 

165 

TOTALS 

74 

224 

34 

332 

TENNESSEE  RIVER 

KENTUCKY  LOCK 

hi 

UPBOUND  STATISTICS 

449 

24 

52 

525 

DOUNBOUND  STATISTICS 

391 

14 

53 

458 

TABLE  2 


performance  monitoring  system  ipms)  quarterly  report 

FOR  TIC  PERIOD  10/83  TWOUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 
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DISTRICT  NAME 
NASHVILLE 


DIVISION  NAME 
OHIO  RIVER 


MONTHS  REPORTED 
11/83 


RWER/LOCK  NAME 

TONS  VESSL 

VESSL 

VESSL 

BARGS 

BARGS 

BARGES 

L0CK6S 

LCKGES  LCKGES  LCKGES 

TONNAGE 

-  -  *  •/ 

l 

RECRTN 

OTHER 

TOTAL 

»TY 

FULL 

TOTAL 

CONNER 

RECRTN  OTHER  TOTAL 
(NAVr  OPNi  ETC) 

(KTONS) 

.m 

DISTRICT  NAME 
NASHVILLE 


PERFORMANCE  MONITORING  SYSTEM  <PMS>  QUARTERLY  REPORT 
FOR  THE  PERIOO  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DIVISION  NAME 
OHIO  RIVER 


MONTHS  REPORTED 
11/83 
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YED  DELAY 
TIME 
(TONS) 


CLINCH  RIVER 

HELTON  HILL  LOCK  2  8  19  2  2  S  1 

CUMBERLAND  RIVER 

BARKLEY  LOCK  1  14  52  1  9  2S 

CHEATHAM  LOCK  1  9  40  2  10  88 

CORDELL  HULL  LOCK  NO  DATA  RECORDED  FOR  THIS  LOCK 

OLD  HICKORY  LOCK  1  3  30  1  6  40  10  18  53  1 

TENNESSEE  RIVER 

KENTUCKY  LOCK  1  9  91  1  14  66  1 

PICKHICK  LANDING  LOCK  1  9  128  2  13  75 

PICKWICK  LANDING  LOCK  AUX  NO  DATA  RECORDED  FOR  THIS  LOCK 


19 

2 

2 

5 

11 

IS 

21 

1 

2 

3  1 

1 

55 

52 

1 

9 

25 

7 

16 

39 

1 

9 

36 : 

9 

793 

40 

2 

10 

88 

6 

19 

62 

1 

8 

52  1 

20 

679 

WILSON  LOCK 
WILSON  LOCK  MIX 
GEN  JOS  WHEELER  LOCK 
GEN  JOS  WHEELER  LK 
GUNTERSVILLE  LOCK 
GUNTERSVILLE  LOCK 
NICKAJAC  LOCK 


1  10  93  2  14  55  6  23  62 

NO  DATA  RECORDED  FOR  THIS  LOCK 


6  62  ! 


15  73  5 


86 

3 

14 

48 

6 

14 

27 

1 

18 

92 

28 

1 

3 

8 

10 

13 

17 

2 

4 

10 

98 

1 

10 

192 

6 

15 

30 

1 

15 

199 

14 

1 

2 

19 

6 

13 

23 

1 

2 

5 

99 

1 

11 

52 

6 

14 

26 

1 

13 

69 

6  186 


66 

11  18 

55 

1  18 

121  : 

660 

188518 

75 

9  17 

173 

1  20 

406  : 

252 

41103 

103  11891 

64  5676 

0  0 

68  5575  82.0 

0  0 

81  6230 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 
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EROC 

H3 


DISTRICT  NAME 
NASHVILLE 


DIVISION  NAME 
OHIO  RIVER 


10/83 


MONTHS  REPORTED 
11/83 


12/83 


APPROACH 

«ifi  A'.1:  max 


LOCK  PROCESSING  TIME 
ENTRY  CHAMBER 

MIN  AVC  MAX  m  AVC  MAX 


Ml  TIMES  EXPRESSED  IN  MINUTES 
!  DELAYED  DELAY 
EXIT  I  TOHS  TIME 
!  MIN  AVC  MAX  :  '.TONS) 


DELAY  DELAY 

AVC  MAX 

(TONS)  (Ml  VSSLS) 


TABLE  1 


PERFORMANCE  MONITORING  SYSTEM  <PHS>  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


PACE  02 


EROC  DISTRICT  NAME  DIVISION  NAME 

H4  PITTSBURGH  OHIO  RIVER 

MONTHS  REPORTED 

10/83  11/83  12/83 

RIVER  LCOOE-LOCK  NAME 

LEN/WD/DRAFT  (FT/FT/FT) 

ALLEGHENY  RIVER  A2-L0CK  1  DAM  2 

0360/0056/13.0 

43-LOCK  1  DAM  3 

0360/0056/13.0 

Y  ' 

44-LOCK  l  DAM  4 

0360/0056/13.0 

»  .... 

45-LOCK  l  DAM  5 

0360/0056/13.0 

46-LOCK  i  DAM  6 

0360/0056/13.0 

47-LOCK  i  DAM  7 

0360/0056/13.0 

48-LOCK  l  DAM  8 

0360/0056/13.0 

49-LOCK  t  DAM  9 

0360/0056/13.0 

HONONGAHELA  RIVER  22-LOCK  1  DAN  2 

0720/0110/13.0 

^ _ : _ _ 

22-LOCK  I  DAM  2  AUX  1 

0360/0056/13.0 

• ...  , 

23-LOCK  t  DAM  3 

0720/0056/13.0 

23-LOCK  i  DAM  3  AUXILIARY  1 

0360/0056/13.0 

.*  *.  ■» 

24-LOCK  t  DAM  4 

0720/0056/13.0 

24-LOCK  t  DAN  4  AUXILIARY  1 

0360/0056/13.0 

25-HAXWELL  LOCK  6  DAM 

0720/0084/13.0 

25-MAXHELL  LOCK  t  DAN  AUX  1 

0720/0084/13.0 

27-LOCK  t  DAN  7 

0360/0056/13.0 

Vr- 

28-LOCK  i  DAN  8 

0360/0056/13.0 

29-H0RGANT0NN  LOCK  l  DAM 

0600/0004/13.0 

-* , 

30-HILDEBRAND  LOCK  i  DAN 

0600/0084/13.0 

31-OPEKISKA  LOCK  t  DAN 

0600/0084/13.0 

OHIO  RIVER  Ol-EHSMORTH  LOCK  i  DAN 

0600/0110/13.0 

Ol-EHSHORTH  LOCK  t  DAM  AUX  1 

0360/0056/13.0 

02-DASHIELDS  LOCK  1  DAM 

0600/0110/13.0 

02-DASHIELDS  LOCK  t  DAN  AUX  1 

0360/0056/13.0 

03-NONTGOHERY  LOCK  t  DAN 

0600/0110/13.0 

03-NONTGOMERY  LOCK  t  DAM  AUX  1 

0360/0056/13.0 

04-NEH  CUMBERLAND  LOCK  {  DAN 

1200/0110/13.0 

04-NEH  CUMBERLAND  LK  (  DAM  AUX  1 

0600/0110/13.0 

•  Y\V 

05-PIKE  ISLAND  LOCK  i  DAM 

1200/0110/13.0 

05-PIKE  ISLAND  LOCK  6  DAM  AUX  1 

0600/0110/13.0 

l—i - 

71 -HANNIBAL  LOCKS  6  DAN 

1200/0110/13.0 

71 -HANNIBAL  LOCKS  i  DAN  AUX  1 

0600/0110/13.0 

•  *1  ft 
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TABLE  2 


EMC  DISTRICT  NAME 

H4  PITTSBURGH 


RIVER/LOCK  NAME 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIX  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 

DIVISION  NAME  MONTHS  REPORTED 

OHIO  RIVER  10/83  11/83 


TONS  VESSL  VESSL  VESSL  BARGS  BARGS  BARGES  LOCKGS  LCKGES  LCKGES  LCKGES  TONNAGE 

RECRTN  OTHER  TOTAL  EMPTY  FULL  TOTAL  COMMER  RECRTN  OMR  TOTAL  (KTONS) 

(NAV>  OPN,  ETC) 


ALLEGHENY  RIVER 

LOCK  i  DAM  2 

in 

UPBOUND  STATISnCS 

22B 

221 

20 

449 

DONNBOUND  STAnSTOS 

219 

214 

24 

459 

TOTALS 

447 

435 

44 

928 

LOCK  t  DAM  3 

in 

UPBOUND  STATISTICS 

229 

84 

22 

337 

OONNBOUND  STATISnCS 

224 

90 

24 

340 

TOTALS 

455 

174 

44 

477 

LOCK  1  DAM  4 

m 

upeouND  STAnsncs 

IX 

X 

24 

292 

DONNBOUND  STATISTICS 

192 

92 

IS 

299 

TOTALS 

380 

172 

39 

591 

LOCK  <  DAM  5 

HI 

UP80UND  STAnsncs 

132 

54 

7 

193 

DONNBOUND  STAnSTICS 

134 

44 

2 

202 

TOTALS 

248 

118 

9 

395 

LOCK  t  DAM  4 

in 

upbound  STAnsncs 

131 

41 

10 

IX 

DONNBOUND  STATISTICS 

141 

35 

1 

177 

TOTALS 

272 

74 

11 

359 

LOCK  t  DAM  7 

HI 

UPBOUND  STAnsncs 

17 

39 

2 

X 

DONNBOUND  STAnSnCS 

14 

35 

3 

52 

TOTALS 

31 

74 

5 

110 

LOCK  I  DAM  8 

HI 

ONLY  FIRST  AND  SECOND 

UPBOUND  STATISTICS 

0 

25 

0 

25 

DONNBOUND  STAnsnCS 

0 

27 

0 

27 

3 
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TABLE  2 


PERFORMANCE  MONITORING  SYSTEM  <PMS>  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DISTRICT  NAME 
PITTSBURGH 


DIVISION  NAME 
OHIO  RIVER 


MONTHS  REPORTED 
11/83 


RIVER/LOCK  NAME 


TONS  VESSL  VESSL 
RECRTN  OTHER 


VESSL  BARGS  BARGS  BARGES  LOCXGS  LCKGES  LCKGES  LCKGES  TONNAGE 

TOTAL  EMPTY  FULL  TOTAL  CONNER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAVf  OPNi  ETC) 


ALLEGHENY  RIVER 

LOCK  1  DAM  9 

m 

ONLY  FIRST 

UPOOUND  STAnSTICS 

0 

12 

1 

OOHNBOUNO  STATISTICS 

0 

13 

( 

TOTALS 

0 

25 

1 

HONONGAHELA  RIVER 

LOCK  t  DAM  2 

m 

UPBOUND  STAnSTICS 

444 

0 

oohnbouno  STAnsncs 

446 

0 

: 

TOTALS 

890 

0 

i 

LOCK  (  DAM  2  AUX  1 

ill 

upbound  STAnsncs 

145 

43 

6! 

OOHNBOUNO  STATISnCS 

128 

36 

7; 

TOTALS 

273 

79 

13- 

LOCK  1  DAM  3 

in 

UPBOUND  STATISTICS 

819 

0 

1 

OOHNBOUNO  STAnsncs 

844 

0 

TOTALS 

1663 

0 

i: 

LOCK  I  DAM  3  AUXILIARY  1 

in 

UPBOUND  STAnSTICS 

123 

23 

12! 

oohnbouno  STAnsncs 

105 

22 

li; 

TOTALS 

228 

45 

24! 

LOCK  t  DAM  4 

in 

UPBOUND  STATISTICS 

669 

0 

oohnbouno  STAnsncs 

716 

0 

% 

.  " 

— —  —  —  w— —  — 

— 

‘ »  * 

RIVER/LOCK  NAME 

TONS  VESSL 

VESSL 

VESSL 

BARGS 

BARGS 

BARGES 

LOCKGS 

LCKGES  LCKGES  LCKGES 

TONNAGE 

RECRTN 

OTHER 

TOTAL 

EMPTY 

FULL 

TOTAL 

CONNER 

RECRTN  OTHER  TOTAL 

(KTONS) 

■/  *  1 

1 

- 

(NAVi  OPN.  ETC) 

RIVIERA  OCX  NMC 


TOMS  VESSL  VESSL 
RECRTN  OTHER 


VESSL  BAKS  BMtCS  BAKES  LOCKES  LOSES  LOBES  LOSES  TONNAGE 

TOTAL  EtfTY  FULL  TOTAL  CONNER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAV>  OPNr  ETC) 


-a  ilt  ‘■l7i:<Ml!  it  T 


UVER/LOCK  NAME 


TONS  «SSt.  VESSL 
RECRTN  OTHER 


EM  CUMBERLAND  LK  I  DMI  MIX  1 
UPSOUNO  STATISTICS 
OMBOIMD  STAnsnCS 
TOTALS 

IKE  ISLAND  LOCK  t  DAN 
UPBOUND  STATISTICS 
DONNBOUND  STATISTICS 
TOTALS 

IKE  ISLAND  LOCK  I  DAN  AIR  1 
UPBOUND  STATISTICS 
DONNBOUND  STATISTICS 


UPBOUND  STATISTICS 
DONNBOUND  STATISTICS 
TOTALS 

ANNIBAL  LOCKS  I  DAN  AUX  1 
UPBOUND  STATISTICS 
DONNBOUND  STATISTICS 


VESSL  8ARCS  BAMS  BARGES  LOCKCS  LCKGES  LCKCES  LCKGES  TONNAGE 

TOTAL  EMPTY  FULL  TOTAL  CONNER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAVi  OPM t  ETC) 


2094  1319  3415 


2  2 


}  342 

291 

1  297 

213 

**  ( 

'  639 

505 

i  352 

3905 

» 

)  318 

1503 

DISTRICT  NAME 
PITTSBURGH 


PERFORMANCE  MONITOR INC  SYSTEM  (PHS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DIVISION  NAME 
OHIO  RIVER 


MONTHS  REPORTED 
11/83 
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ALL  TIMES  EXPRE 

LOCK  PROCESSING  TIME 

APPROACH  ENTRY  CHAMBER  EXIT 

MIN  AVG  MAX  1  MIN  AVG  MAX  i  MIN  AVG  MAX  i  MIN  AVG  MAX 


ALLEGHENY  RIVER 
LOCK  i  DAM  2 
LOCK  1  DAN  3 
LOCK  l  DAM  4 
LOCK  »  DAM  5 
LOCK  1  DAM  6 
LOCK  t  DAM  7 
LOCK  S  DAM  8 
LOCK  i  DAN  9 

HONONGAHELA  RIVER 


1  5  70  1  4  28  6  7  20 

1  7  71  1  4  40  5  7  18 

1  6  25  1  4  64  6  8  28 

1  2  10  1  2  30  S  8  SO 

3  4  30  3  4  S  68  18 

1  3  7  1  2  26  7  7  10  1  4  6 

1  4  7  2  2  13  8  8  8  2  2  5 

14  5  1  1  1  10  10  10  112 


LOCK  t  DAM  2 

1 

11 

43 

1 

5 

33 

7 

11 

39 

1 

7 

55 

LOCK  6  DAN  2  AUX  1 

1 

8 

29 

1 

2 

13 

5 

6 

15 

1 

2 

15 

LOCK  *  DAN  3 

1 

10 

57 

1 

5 

23 

6 

10 

32 

3 

6 

39 

LOCK  t  DAM  3  AUXILIARY  1 

1 

8 

26 

1 

2 

12 

5 

8 

26 

1 

3 

15 

LOCK  g  OAM  4 

1 

10 

47 

1 

6 

23 

6 

10 

36 

1 

7 

37 

LOCK  6  DAM  4  AUXILIARY  1 

1 

9 

39 

1 

2 

16 

5 

9 

23 

1 

4 

24 

MAXWELL  LOCK  l  DAM 

1 

9 

36 

1 

6 

30 

7 

11 

35 

2 

8 

29 

5  33 


TABLE  3 


PERFORMANCE  NOWTORINC  SYSTEM  (PHS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 
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EROC  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

H4  PITTSBURGH  OHIO  RIVER  10/83  11/83  12/83 


ALL  TINES  EXPRESSED  IN  MINUTES 

LOCK  PROCESSING  TINE  1  DELAYED  DELAY  DELAY  DELAY 

APPROACH  ENTRY  CHAMBER  EOT  !  TONS  TIME  AVC  MAX 


MIN 

AVG 

MAX  : 

HIM 

AVG 

MAX  i 

m 

AVG 

MAX  : 

KIN 

AVG 

MAX  1 

(TONS) 

(TONS) 

(ALL  VSSLS) 

HONONGAHELA  RIVER 

HAXHELL  LOCK  t  DAM  AUX  1 

1 

11 

38 

2 

7 

18 

9 

12 

44 

2 

9 

23  : 

50 

736 

14.7 

57 

LOCK  1  DAM  7 

1 

6 

53 

1 

4 

29 

5 

6 

27 

1 

9 

62  1 

478 

23331 

48.8 

269 

LOCK  t  DAN  8 

1 

5 

42 

1 

4 

21 

5 

6 

32 

2 

9 

44  : 

320 

12536 

39.2 

159 

MORGANTOWN  LOCK  t  DAM 

2 

S 

10 

2 

4 

10 

5 

11 

30 

2 

5 

to : 

0 

0 

0.0 

11 

HILDEBRAND  LOCK  l  DAM 

2 

4 

20 

1 

3 

12 

7 

11 

29 

1 

4 

13  1 

0 

0 

0.0 

45 

OPEKISKA  LOCK  t  DAM 

2 

5 

17 

2 

3 

6 

10 

10 

18 

2 

3 

6  1 

0 

0 

0.0 

0 

OHIO  RIVER 

ENSHORTH  LOCK  t  DAM 

1 

12 

58 

2 

7 

66 

6 

15 

46 

2 

8 

70  1 

576 

41131 

71.4 

1169 

ENSHORTH  LOCK  t  DAN  AUX  1 

1 

10 

40 

1 

4 

15 

6 

9 

20 

2 

4 

24  S 

14 

776 

55.4 

178 

DA SHIELDS  LOCK  l  DAM 

1 

15 

70 

1 

8 

56 

6 

1! 

40 

1 

10 

96  : 

442 

30802 

69.7 

533 

DASHIELDS  LOCK  (  DAM  AUX  1 

1 

11 

46 

1 

3 

15 

5 

6 

15 

1 

3 

19  5 

22 

264 

12.0 

39 

MONTGOMERY  LOCK  l  DAM 

1 

10 

75 

1 

9 

51 

7 

14 

58 

1 

13 

82  1 

479 

46971 

98.1 

1210 

MONTGOMERY  LOCK  t  OAM  AUX  1 

I 

6 

58 

1 

5 

53 

6 

9 

28 

1 

5 

25  ! 

118 

127047 

1076.7 

2447 

NEW  CUMBERLAND  LOCK  l  DAM 

1 

20 

5? 

1 

6 

33 

5 

15 

49 

2 

13 

53  : 

161 

6096 

37.9 

175 

NEH  CUMBERLAND  LK  l  DAM  AUX 

1 

14 

50 

1 

2 

10 

7 

12 

25 

l 

9 

51  : 

24 

586 

24.4 

75 

PIKE  ISLAND  LOCK  i  DAM 

1 

16 

5? 

1 

9 

30 

5 

14 

58 

2 

10 

32 : 

189 

7386 

39.1 

151 

PIKE  ISLAND  LOCK  i  DAM  AUX  1 

1 

10 

34 

1 

4 

15 

5 

13 

45 

1 

8 

22 : 

15 

348 

23.2 

43 

■v 


.  \ 


•'.VJ 


TABLE  1 


EJtOC 

K3 


DISTRICT  NAME 
JACKSONVILLE 


RAGE  71 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOO  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DIVISION  NAME 
SOUTH  ATLANTIC 


10/83 


MONTHS  REPORTED 
11/63 


12/83 


Vj 


r-  --.A 
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TABLE  1 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  MATER  RESOURCES 


EROC 

K5 


DISTRICT  NAME 
MOBILE 


DIVISION  NAME 
SOUTH  ATLANTIC 


10/83 


MONTHS  REPORTED 
11/83 


12/83 


RIVER 

LCOOE-LOCX  NAME 

LEN/HID/DRAFT 

ALABANA-COOSA  RIVERS 

11 -CLAIBORNE  LOCK  8  DAM 

0600/0084/12.0 

12-MILLERS  FERRY  LOCK  1  DAM 

0600/0084/12.0 

13- JONES  BLUFF  LOCK  8  DAM 

0600/0084/12.0 

APLCH/CHTCH/FINT  RI 

21-JIN  HOOORUFF  LOCK  t  DAM 

0450/0062/12.0 

22 -GEORGE  H  ANDREWS  LOCK  1  DAN 

0450/0082/12.0 

23-HALTER  F  GEORGE  LOCK  8  DAM 

0450/0082/12.0 

BLKHAR/T0NBIG6EE  RI 

Ol-COFFEEVILLE  LOCK 

0600/0110/12.0 

O2-0EM0P0LIS  LOCK  8  DAM 

0600/0110/12.0 

03-HARRIOR  LOCK  8  DAM 

0600/0110/12.0 

04-MLLIAM  BACON  OLIVER  LK  8  DM 

0600/0095/12.0 

OS-HOLT  LOCK  8  DAM 

0600/0110/12.0 

04- JOHN  HOLLIS  BANKHEAD  LK  8  DM 

0600/0110/12.0 

PEARL  RIVER 

31-LOCK  1 

0310/0065/  9.0 

32-LOCK  2 

0310/0065/  9.0 

33-LOCK  3 

0310/0065/  9.0 

TENN  T0MBIG8EE  WATERHAY41-GAINESVILLE  LOCK  1  DAN 

0600/0110/12.0 

42-ALICEVILLE  LOCK  8  DAN 

0600/0110/12.0 
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TABLE  2 


PERFORMANCE  MONITORING  SYSTEM  (PHS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


EROC 

K5 


DISTRICT  NAME 
NOBILE 


DIVISION  NAME 
SOUTH  ATLANTIC 


10/83 


MONTHS  REPORTED 
11/83 


12/83 


RIVER/LOCK  NAME 


TONS 


VESSL  VESSL 
RECRTN  OTHER 


VESSL 

TOTAL 


BARGS 

EMPTY 


BARGS 

FULL 


BARGES  LOCKCS  LCXGES  LCXGES  LCKGES  TONNAGE 

TOTAL  CONNER  RECRTN  OTHER  TOTAL  (KTONS) 

(WAV.  OPN»  ETC) 


ALABAMA-CQOSA  RIVERS 


CLAIBORNE  LOCK  1  DAM 

UP80UND  STATISnCS 

hi 

89 

47 

3 

139 

306 

13 

319 

87 

47 

8 

142 

IS 

OOHNBOUND  STATISTICS 

90 

50 

1 

141 

13 

304 

317 

86 

50 

9 

145 

364 

TOTALS 

179 

97 

4 

280 

319 

317 

636 

173 

97 

17 

287 

379 

HILLERS  FERRY  LOCK  1  DAM 
UPBOUNO  STAnSTICS 

in 

48 

5 

1 

54 

143 

16 

159 

50 

5 

0 

55 

18 

DOHNBOUND  STATISnCS 

48 

5 

1 

54 

17 

145 

162 

48 

4 

2 

54 

162 

TOTALS 

96 

10 

2 

108 

160 

161 

321 

98 

9 

2 

109 

180 

JONES  BLUFF  LOCK  t  DAM 

UPBOUNO  STATISTICS 

in 

8 

23 

0 

31 

5 

11 

16 

10 

9 

2 

21 

14 

DOHNBOUND  STATISTICS 

7 

23 

1 

31 

9 

4 

13 

9 

8 

6 

23 

4 

TOTALS 

15 

46 

1 

62 

14 

15 

29 

19 

17 

8 

44 

18 

APLCH/CHTCH/FLNT  RI 

JIM  HOODRUFF  LOCK  l  DAM 
UPBOUNO  STATISTICS 

ui 

85 

20 

8 

113 

169 

52 

221 

99 

12 

9 

120 

108 

OOHNBOUND  STATISTICS 

85 

20 

10 

115 

55 

168 

223 

103 

16 

12 

131 

97 

TOTALS 

170 

40 

18 

228 

224 

220 

444 

202 

28 

21 

251 

206 

GEORGE  H  ANDREWS  LOCK  t  DAM 
UPBOUNO  STATISTICS 

in 

29 

35 

5 

69 

26 

26 

52 

32 

31 

4 

67 

41 

DOHNBOUND  STATISTICS 

31 

31 

4 

66 

26 

23 

49 

35 

30 

3 

68 

20 

TOTALS 

60 

66 

9 

135 

52 

49 

101 

67 

61 

7 

135 

62 

HALTER  F  GEORGE  LOCK  l  DAM 
UPBOUNO  STATISTICS 

in 

13 

20 

1 

34 

16 

11 

27 

15 

16 

6 

37 

19 

DOHNBOUND  STATISTICS 

13 

17 

4 

34 

13 

23 

26 

17 

15 

6 

38 

8 

»“  4 

N 

RIVER/LOCK  NMC 

TONS  KSSL 

VESSL 

VESSL 

BARGS 

BARGS 

BARGES 

LOCKGS 

LCXGES  LCXGES  LCXGES 

TONNAGE 

••A’A 

‘•V«V 

v- 

RECRTN 

OTHER 

TOTAL 

FULL 

TOTAL 

COHHER 

RECRTN  OTHER  TOTAL 

(KTONS) 

"-•AO 

»  * 

i 

(NAV>  OPN,  ETC) 

TABLE  2 


PERFORMANCE  MONITORING  SYSTEM  (PttS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


PAGE 


EROC  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

K5  MOBILE  SOUTH  ATLANTIC  10/83  11/83  12/83 


RIVER/LOCK  NAME  TONS  VESSL  VESSL  VESSL  BARGS  BARGS  BARGES  LOCKGS  LCKGES  LCKGES  LCKGES  TONNAGE 

QHB  RECRTN  OTHER  TOTAL  EMPTY  FULL  TOTAL  CONNER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAVi  OPNi  ETC) 


PEARL  RIVER 


LOCK  2 

NO  DATA  RECORDED  FOR  THIS  LOCK 

LOCK  3 

NO  OATA  RECORDED  FOR  THIS  LOCK 

TENN  T0HBIG8EE  WATERWAY 

GAINESVILLE  LOCK  t  DAM 

XXI 

UPBOUND  STATISTICS 

29 

3 

14 

46 

OQMNBOUND  STATISTICS 

26 

7 

6 

39 

TOTALS 

55 

10 

20 

85 

ALICEVILLE  LOCK  l  DAM 

XXX 

UPBOUND  STATISTICS 

12 

24 

4 

40 

DOHNBOUND  STATISTICS 

11 

24 

7 

42 

TOTALS 

23 

48 

11 

82 

COLUMBUS  LOCK  t  DAM 

in 

UPBOUND  STAnSTICS 

7 

72 

10 

89 

DOHNBOUND  STATISTICS 

8 

82 

4 

94 

TOTALS 

15 

154 

14 

183 

ABERDEEN  LOCK  l  DAN 

NO  OATA  RECORDED  FOR  THIS  LOCK 

54 

27 

81 

37 

1 

8 

46 

12 

6 

46 

52 

34 

5 

11 

50 

37 

60 

73 

133 

71 

6 

19 

96 

49 

14 

5 

19 

14 

21 

17 

52 

2 

4 

9 

13 

19 

21 

14 

54 

11 

18 

14 

32 

33 

42 

31 

106 

14 

10 

0 

10 

11 

56 

0 

67 

0 

2 

8 

10 

10 

66 

0 

76 

10 

12 

8 

20 

21 

122 

0 

143 

10 

-  -  r-  ~ 


TABLE  3 


PACE  76 

PERFORMANCE  MONITORING  SYSTEM  <PHS>  QUARTERLY  REPORT 
FOR  THE  PERIOO  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


EROC  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

K3  MOBILE  SOUTH  ATLANTIC  10/83  11/83  12/83 


ALL  TIMES  EXPRESSED  IN  MINUTES 

LOCK  PROCESSING  TIME  t  DELAYED  DELAY  DELAY  DELAY 

APPROACH  ENTRY  CHAMBER  EXIT  1  TONS  TIME  AVG  MAX 


MIN 

AVG 

MAX  : 

AVG 

MAX  S 

H 

AVG 

MAX  l 

g 

AVG 

MAX  : 

(TOWS) 

(TOWS) 

b 

ALABAMA -COOSA  RIVERS 

CLAIBORNE  LOCK  1  DAM 

1 

5 

SO 

1 

4 

20 

l 

10 

60 

2 

5 

29  5 

0 

0 

0.0 

75840 

MILLERS  FERRY  LOCK  t  DAM 

3 

10 

23 

2 

5 

14 

10 

15 

23 

2 

5 

15  : 

0 

0 

0.0 

0 

JONES  BLUFF  LOCK  t  DAM 

1 

4 

10 

1 

3 

12 

7 

14 

25 

1 

4 

io : 

0 

0 

0.0 

0 

APLCH/CHTCH/FLNT  RI 

JIM  WOODRUFF  LOCK  (  DAN 

2 

S 

35 

2 

5 

40 

8 

11 

17 

2 

5 

36 ; 

2 

35 

17.5 

25 

GEORGE  H  ANDREWS  LOCK  t  DAM 

2 

2 

6 

2 

2 

12 

6 

14 

31 

1 

2 

9  ! 

0 

0 

0.0 

0 

WALTER  F  GEORGE  LOCK  t  DAM 

1 

3 

17 

1 

4 

40 

5 

15 

23 

1 

3 

io : 

0 

0 

0.0 

17 

BLKWAR/T0MBIG6EE  RI 

COFFEEVILLE  LOCK 

1 

9 

36 

1 

4 

27 

5 

13 

25 

1 

9 

40 : 

310 

11119 

35.9 

153 

OEMOPOLIS  LOCK  S  DAM 

1 

12 

32 

1 

4 

16 

1 

13 

50 

3 

11 

34 : 

282 

8796 

31.2 

129 

WARRIOR  LOCK  t  DAM 

1 

12 

41 

1 

4 

18 

5 

17 

29 

1 

9 

403  : 

289 

10956 

37.9 

160 

WILLIAM  BACON  OLIVER  LK  *  DM 

1 

12 

58 

1 

6 

24 

1 

14 

55 

1 

13 

91  : 

509 

45970 

90.3 

1062 

HOLT  LOCK  t  DAM 

1 

10 

39 

1 

6 

37 

5 

19 

57 

1 

8 

28 : 

238 

11053 

46.4 

472 

JOHN  HOLLIS  BANKHEAD  LK  (  DM 

1 

13 

540 

1 

8 

212 

5 

13 

43 

1 

8 

22 : 

128 

5259 

41.1 

170 

PEARL  RIVER 

LOCK  1  NO  DATA  RECORDED  FOR  THIS  LOCK 

LOCK  2  NO  DATA  RECORDED  FOR  THIS  LOCK 


LOCK  3 


NO  OATA  RECORDED  FOR  THIS  LOCK 
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PERFORMANCE  MONITORING  SYSTEM  (PHS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 

DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

NOBILE  SOUTH  ATLANTIC  10/83  11/83  12/83 


Ml  TIMES  EXPRESSED  IN  MINUTES 

LOCK  PROCESSING  TIME  J  DELAYED  DELAY  DELAY  DELAY 

APPROACH  ENTRY  CHAMBER  EXIT  S  TONS  TIME  AVG  MAX 

MIN  AVG  MAX  t  HIM  AVG  MAX  S  MW  AVG  MAX  t  MIN  AVG  MAX  !  (TONS)  (TOMS)  (ALL  VSSLS) 


TABLE  1 


PERFORMANCE  MONITORING  SYSTEM  (PNS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


PAGE 


EROC  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

K7  WUHNGTON  SOUTH  ATLANTIC  10/83  11/83 


RIVER 

CAPE  FEAR  RIVER 


LCOOE-LOCK  NAME 
01-LOCK  t  DAM  1 
02-LOCK  t  DAM  2 
03-MHLIAH  0  HUSKE  LOCK  l  DAM 


LEN/KID/DRAFT  (FT/FT/FT) 
0200/0040/10.0 
0200/0040/10.0 
0300/0040/10.0 


12/83 


DISTRICT  NAME 
WILMINGTON 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOO  10/83  THROUGH  12/83 
INSTITUTE  FOR  WATER  RESOURCES 

DIVISION  NAME  N 

SOUTH  ATLANTIC  10/83 


MONTHS  REPORTED 
11/83 


RIVER/LOCK  NAME 


TOWS  VESSL  VESSL  VESSL  BARGS  BARGS  BARGES  LOCKGS  LCKGES  LCKGES  LCKGES  TONNAGE 

RECRTN  OTHER  TOTAL  EMPTY  FULL  TOTAL  COMMER  RECRTN  OTHER  TOTAL  (KTONS) 

(NAVt  OPNi  ETC) 


NO  DATA  RECORDED  ON  LCKAGE  FILE  FOR  THIS  PERIOD 


TABLE  1 


PERFORMANCE  MONITORING  SYSTEM  <PHS>  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


PAGE  83 


DISTRICT  NAME 
GALVESTON 


DIVISION  NAME 
SOUTHMESTERN 


MONTHS  REPORTED 
11/83 


p- 

p\\ 

RIVER 

LCOOE-LOCX  NAME 

LEN /HID/DRAFT  (FT /FT /FT) 

GULF  INTRACOASTAL 

11-COLORAOO  RIVER  EAST  LOCK 

1200/0075/15.0 

■h 

12-COL  ORAM  RIVER  WEST  LOCK 

1200/0075/15.0 

- 

13-BRAZOS  EAST  GATE 

9999/0075/15.0 

I,;,,-. 

l-V' 

14-8RA20S  WEST  GATE 

9999/0075/15.0 

PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


PAGE  84 


EROC  DISTRICT  NAME  DIVISION  NAME  MONTHS  REPORTED 

H4  LITTLE  ROCK  SOUTHWESTERN  10/83  11/83 


RIVER 

ARKANSAS  RIVER 


LCOOE-LOCK  NAME 
Ol-NORRELL  LOCK  i  DAM 
02-L0CK  i  DAM  2 
03-L0CK  t  DAM  3 
04-LOCK  i  DAM  4 
OS-LOCK  i  DAM  5 
06-DAVID  D  TERRY  LOCK  t  DAM 
07 -MURRAY  LOCK  l  DAM 
08-T0AD  SUCK  FERRY  LOCK  l  DAM 
09-L0CK  4  DAM  9 

10- DARDANELLE  LOCK  S  DAM 

11- OZARK  LOCK  t  DAM 
13-LOCK  (  DAM  13 


LEN/NID/DRAFT  (FT/FT/FT) 
0600/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 
0600/0110/12.0 


12/83 


PAGE  85 


TABLE  2 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 


DISTRICT  NAME 
LITTLE  ROCK 


DIVISION  NAME 
SOUTHWESTERN 


MONTHS  REPORTED 
11/83 


DISTRICT  NAME 
LITTLE  ROCK 


PAGE  86 


PERFORMANCE  MONITORING  SYSTEM  (PHS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 

OIVISIQN  NAME  MONTHS  REPORTED 

SOUTHWESTERN  10/83  11/83 


r. 

RIVER/LOCK  NAME 

TONS  VESSL 

VESSL 

VESSL 

BARGS 

BARGS 

BARGES 

LOCKGS 

LCKGES  LCKCES  LCKGES 

TONNAGE 

- 

i 

RECRTN 

OTHER 

TOTAL 

EMPTY 

FULL 

TOTAL 

CONNER 

RECRTN  OTHER  TOTAL 
(NAVi  OPN»  ETC) 

(KTONS) 

ARKANSAS  RIVER 

J"  * 

TOAD  SUCK  FERRY  LOCK  (  DAN 

in 

gj 

UFBOUND  STAnsnCS 

95 

30 

DONNBOUND  STATISTICS 

89 

29 

l; 

TOTALS 

180 

59 

LOCK  t  DAN  9 

xn 

f 

LPBOUND  STATISTICS 

89 

37 

RIVER  LCOOE-LOCX  NAME 

ARKANSAS  RIVER  21-H  0  MAYO  LOCK  t  DAM 

22- ROBERT  S  KERR  LOCK  i  DAM  IRES 

23- HEB8ERS  FALLS  LOCK  I  DAM 

24- CHOUTEAU  LOCK  l  DAM 

25- NEWT  GRAHAM  LOCK  I  DAM 


LEN/MID/DRATT  (FT/FT/FT) 
0600/0110/14.0 
0600/0110/14.0 
0600/0110/14.0 
0670/0110/14.0 
0670/0110/14.0 


ARKANSAS  RIVCR 

H  D  NATO  LOCK  t  DAN  HI 


UP BOUND  STATISTICS 

90 

69 

5 

164 

263 

226 

489 

97 

29 

6 

132 

286 

DOUNBOUND  STATISTICS 

65 

74 

3 

162 

62 

393 

455 

91 

28 

6 

125 

550 

TOTALS 

ROBERT  S  KERR  LOCK  J  DAN  (RES 

175 

in 

143 

8 

326 

325 

619 

944 

188 

57 

12 

257 

836 

UPBOUND  STATISTICS 

87 

49 

6 

142 

260 

220 

480 

95 

35 

3 

133 

280 

DOUNBOUND  STATISTICS 

85 

60 

3 

148 

61 

394 

455 

90 

43 

3 

136 

551 

TOTALS 

HEBBERS  FALLS  LOCK  4  DAN 

172 

hi 

109 

9 

290 

321 

614 

935 

185 

78 

6 

269 

832 

UPBOUNO  STATISTICS 

86 

21 

4 

111 

226 

216 

442 

91 

14 

23 

128 

282 

DOUNBOUND  STATISTICS 

83 

28 

5 

116 

69 

348 

417 

89 

17 

20 

126 

493 

TOTALS 

CHOUTEAU  LOCK  6  DAN 

169 

in 

49 

9 

227 

295 

564 

859 

180 

31 

43 

254 

775 

UPBOUNO  STATISTICS 

88 

7 

6 

101 

208 

175 

383 

95 

7 

5 

107 

22V 

DOUNBOUND  STATISTICS 

85 

9 

3 

97 

58 

297 

355 

90 

8 

3 

101 

394 

TOTALS 

NEUT  GRAHAN  LOCK  4  DAN 

173 

hi 

16 

9 

198 

266 

472 

738 

185 

15 

8 

208 

623 

'M 

A*  “  » 

C 

UPBOUND  STATISTICS 

87 

8 

4 

99 

198 

172 

370 

92 

7 

4 

103 

215 

DOUNBOUND  STATISTICS 

88 

10 

1 

99 

65 

289 

354 

89 

9 

2 

100 

389 

TOTALS 

175 

18 

5 

198 

263 

461 

724 

181 

16 

6 

203 

604 

s  :*•*;••* 
*-V  : 
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TABLE  3 


DISTRICT  NAME 
TULSA 


PERFORMANCE  MONITORING  SYSTEM  (PMS)  QUARTERLY  REPORT 
FOR  THE  PERIOD  10/83  THROUGH  12/83 
INSTITUTE  FOR  HATER  RESOURCES 

DIVISION  NAME  MONTHS  REPORTED 

SOUTHWESTERN  10/83  11/83 


ALL  TINES  EXPRE! 

LOCK  PROCESSING  TIME 

APPROACH  ENTRY  CHAMBER  EXIT 

MIN  AVG  MAX  1  M»  AVG  MAX  M»  WG  MAX  *.  MIN  AVG  MAX 


ED  IN  MINUTES 

DELAYED  DELAY  DELAY  DELAY 

TOWS  TINE  AVG  MAX 

(TODS)  (TOMS)  (ALL  VSSLS) 


